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The Monthly Checklist of State Publications is a record of State documents issued during the last 
five years which have been received by the Library of Congress. 


Monographs are listed each month as they are received and are arranged by State and issuing agency. 
Included among them are annual publications and monographs in series. Periodicals are listed 
semiannually in the June and December issues, with the December list cumulative for the year. 


Publications of associations of State officials and of regional organizations and library surveys, 


studies, manuals, and statistical reports appear in two sections at the end of the listing of 
monographs by State. 


For each publication, the price and pertinent bibliographic information, such as changes in titles 

and in names of issuing bodies, are given when known. The Library of Congress card number is also 
shown at the end of each entry when available. The assignment of an L. C. card number to a 
monograph indicates that it has been selected for the permanent collections of the Library of 
Congress. 


A few categories of publications, such as college and university catalogs, loose-leaf additions, slip 
laws, and certain ephemeral material such as blank forms and publishers’ announcements, are not 
included in the Checklist. Listings of State university press publications are limited to those 


which by reason of their content or series title appear to be official publications of the 
university. 


The publications listed are not distributed by the Library of Congress but may be obtained in most 
instances from the agencies issuing them. 


Beginning with the January 1987 edition, a subject index appears at the end of each monthly issue. A 
cumulative annual subject and issuing agency index to the Checklist appears in the following year. A 
separate title page for the entire volume is provided with the index. 


The value of the Checklist depends in large part on the cooperation extended by State agencies. They 
are requested to send to the Library of Congress copies of all their publications and issuances, 
including materials described above that are not listed. They are also requested to send the Library 
bibliographic information that does not appear on the publication itself and changes in titles of 
publications and names of issuing bodies. 
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ALABAMA. ADMINISTRATIVE OFFICE OF THE 
COURTS. Alabama a System annual report. 

Report year ends Sept. 


82-645231 
Courts--Alabama 


8994 
ALABAMA. AGRICULTURAL EXPERIMENT 
—. Auburn, Annual report. 1988. [Auburn] 
p. ill. 


sc85-4458 
Agricultural experiment stations--Alabama--Auburn 


8995 
BOARD FOR REGISTRATION OF 


ARCHITECTS. Roster of registered architects. 
Montgomery. 2 v. 


86-645888 
Architects--directories--Alabama 


ALABAMA. BOARD OF PARDONS AND PAROLES. 
Annual report. 47th-48th; 1985/86-1986/87. 
[Montgomery] 2 v. ill. 


Pardon--Alabama 
Parole--Alabama 


8997 
ALABAMA. prep OF EXAMINERS OF PUBLIC 

ropriatio: ate am 
October 1987 September 30, 
Montgomery [1989] A -J 


Auditing--Alabama 


8998 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report on examination of] Board of 


October i, 0 om September 30, 
Montgomery [1989] A-B, 13 p. 


Auditing--Alabama 


8999 

ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 

ACCOUNTS. [Report. examination of] 

Department of State of 

A-C, 41, 3 p. 
Report year ends Sept. 30. 


Auditing--Alabama 


ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. of examination 
Department of lic Health, State of Ala 
September 3 October 1, 1985 


SSB tember 1987. Montgomery [19 


9001 
ALABAMA. DEPT. OF INDUSTRIAL 
statistica ement. 5/86- 1987788 
title: Annual sagen. 
eport ends 
80-644787 
Industrial safety--Alabama 


9002 
ALABAMA. GEOLOGICAL SURVEY. Water 
Surface water _availabi ity, 
ounty, Alabama, Robert 


Tuscal 988. 14 p. ill. (State 
and Gas ‘Board. Special map 203) 
Issued in 2 with geologic maj 
Available from Pub aah sais Office, P.O. 
424, Tuscaloosa, AL 


ater-supply--. ama 


ALABAMA. LAW INSTITUTE. Report to the 
Alabama and_ Institute membership. 
1986/87-1987/88. Tuscaloosa. 2 v. annual. 


2581 
Law reform--Alabama 


ALABAMA. RETIREMENT SYSTEMS. 
report: Teachers’ Retirement of 
Employees’ Retirement System o Judi 


Fund. 1985/86-1986/87. Montgomery. 


en 
e and em --pensions--. 


9005 
ALABAMA. [STATE] HIGHWAY DEPT. Alabama 
—_ accident facts. 1985-87. [Montgomery] 3 v. 
ann 
a in cooperation with the Dept. of Public 
, Dept. of Economic and ——* Affairs, 
Education. 


ghway map, Call ounty, 
Alabama. Prepared in am with “the Federal 
Highwa ee ontgomery, 1988. map 
on sheet 46 x 60 cm. (no. 8 


Road maps--Alabama 
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ALASKA 


are printed in limited 
ary distributes 
for out-of-state 


Olymois the 
tate r in 

Library, and the University ‘of W 

m 


9007 
ALASKA. _AND 
EXPERIMENT Fairbanks. 
black or white spruce Christmas trees ] Tom 
[and] Allen P. Richmond. [F; n. d. 
us publication 88-3) 


ALASKA MARINE HIGHWAY SYSTEM. 
ment between the State of Alaska operat 
| Marine Highway System and _ Internatio: 
Organizations of Masters, and Pilots, 
Pacific Maritime Region, April 1, 1988 to 
March 31, 1989. [Juneau, 1988] 54 p. 


Collective labor agreements--government 
em Alaska 


9009 
ALASKA. ALASKA STATEWIDE PRIVATE 
INDUSTRY COUNCIL. Job training pet act 
annual report to = Governor. . 31, 1988. 

pared by Dept. Community and Regional 
af Rural Development Division. Juneau] 13 |. 


At head of title: "A partnershi utti 
to work." 


Occupational training--Alaska 


9010 
COMMISSION ON POSTSECONDARY 


ALASKA. 
EDUCATION. The Alaska student loan hy 


program description, questions & answers, 
loan regulations. [Rev. Juneau, 1988] 
p. 


Student loan funds--Alaska 


9011 
ALASKA. DEPT. OF ADMINISTRATION. Divisi 
of Finance, State of Alaska comprehensive ann 
report. 214 p. ill. 
Report year ends June 30. 


9012 
ALASKA. DEPT. OF CORRECTIONS. Annual 
report. 1986/87. ees . ill. 


Corrections--Alaska 


9013 
ALASKA. DEPT. OF EDUCATION. Curriculum 
contacts in Alaska, 1988: a directory of 
professional associations and _ curriculum 
representatives. [Juneau, n. d.] 27 p. ill. 


9014 
ALASKA. DEPT. OF EDUCATION. Office _of Basic 
Education. Hosting foreign visitors in 
room: a checklist, develo; by Dept. of 
Education, Pac Rim 1988.9 p. ill. 
Cover title: Hosting international 
classroom: a checklist. 


visitors in the 


Students, Foreign 


9015 
ALASKA. DEPT. OF FISH AND GAME. Susitna 
hydroelectric final report, big game 
studies - Vol. 5, moose estimate, 
by Earl F. Becker. Anchorage, 1988. 1i, 24 p. 


Moose--Alaska 


ALASKA. DEPT. OF FISH AND GAME. Habitat 
Division. Susitna Flats State Game _ Refuge 
management _ plan. [in cooperation with 
the] _—— of Game. Anchorage, 1988. 

p. ill. 


Game-preserves--Alaska 


9017 
ALASKA. DEPT. OF FISH AND GAME. i 
Division. Harvest and use of fish an e 
resources by residents of Petersb Alaska, by 
Charles W. Smythe. Prepared under contract to 
Chilkat_ Institute. Juneau, 1988. 4 sheets 
~ 15 cm. (microfiche) ill. (Technical paper 


98 no. 164. 


Subsistence economy--Alaska--Minto 
Cities and towns-- --Minto 


Division, “The harvest 

subsistence by residents of ~— 

Elizabeth F. Andrews. Juneau, 1988, 6 sheets 
10.5 x 15 cm. (microfiche) ill. (Technical paper 


Lio no. 137. 


Subsistence economy--Alaska--Minto 
Villages--Alaska--Minto 


9019 
ALASKA. DEPT. OF HEALTH AND SOCIAL 
SERVICES, Special 
grants project, rural services Ty assessment; 
workplan. Juneau, 1988. 11 1. 


Grants-in-aid--Alaska 
Rural conditions--Alaska 


748 ! 
the Alaska Sta 
lepository collections of 
library service to the Library of the 
tional Library of Canada the nter for Curriculum consultants--directories--Alaska 
attle Public 
on Library 
Christmas trees--Alaska 
e 
ea ALASKA. DEPT. OF FISH AND GAME. 
q 
: 
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9020 
ALASKA. DEPT. OF LABOR. 
outlook to repared Pobrist 

upational Information Coordinating Committee. 
Juneau, 1988. 134 p. ill. 

89-621252 


Employment forecasting--statistics--Alaska 


9021 
ALASKA. DEPT. OF LABOR. Research and 
i Alaska occupational supply an 


eman — by Daniel H. Zobrist, Bruce 
McHardy and, ilbert in cooperation with 
Alaska ccup ational Coordinating 
89-621253 


Employment--statistics--Alaska 
Labor supply--statistics--Alaska 


9022 
ALASKA. DEPT. OF CES. 
Inventory of 


toric sites, ib jects: Last Chance 
Basin historic district the] and borough 
of Juneau, Alaska Dept, Community 
Development. Juneau] 1988. unp 

Issued in cooperation District 
Advisory Committee. 


Historic sites--Alaska--Juneau 


9023 
ALASKA. DEPT. OF RESOURCES. 
Juneau townsite 
ui survey ‘of and borough 
Juneau, sleek’ Community 
Development. Juneau] 1988. ib “Pas 1. ill 
Issued in cooperation with Historic District 
Advisory Committee. 


Historic buildings--Alaska--Juneau 


9024 
DEPT. OF NATURAL UR 
R All Prince of Wales 
slan an: to public comment on 
the draft plan. Tiencon} 988. unpaged. 


Public lands--Alaska--Prince of Wales Island 


9025 
ALASKA. DEPT. OF NATURAL UR 
All Prince of Wales 
sland area plan: subsurface - mineral resources 
supplement; reaponse public comments on the 
plan. [Juneau] 1988. 12 p. 


Mines and mineral resources--Alaska--Prince of 
Wales Island 


9026 
ALASKA. DEPT, OF NATURAL UR 
Susitna Basin small 
transportation study, prepared iy Robert 
Walkinshaw. [J Juneau] 1988. various 
Issued in cooperation with the in of 
Transportation and Public Facilities. 


Transportation--planning--Alaska 


9027 
ALASKA. DEPT. OF PUBLIC SAFETY. 
department directory. [Rev. Anchorage, 1988] 21 p. 


Fire-departments--directories--Alaska 


9028 
ALASKA. DEPT. OF TRANSPORTATION AND 
PUBLIC Headquarters Plans. 


traffic 

accidents. uneau. p. annual. 
Issued in cooperation with Alaska Highway 
Safety Planning Agency, Federal Highway 
= and Division of blic 


87-658267 
Traffic accidents--statistics--Alaska 


9029 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Abundance, age, sex, and size of sockeye — 
— and escapements in southeast 
987, an Scott A. McPherson, Andrew J. McGregor 
a Aark A. Olsen. ee 1988. ix, 46 p. ill. 
(Technical fishery report no. 88-12) 


Sockeye salmon--Alaska 


9030 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
salmon smolt studies for 1986, 
by [and others] Juneau, 1988. 
x, p. Technical report no. 88-15) 


Sockeye salmon--Alaska 


9031 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Origins of chinook salmon in_ the Yukon_ River 
fisheries, 1987, by Margaret F. Merritt. Juneau, 
1988. 31 p. ill. echnical fishery report 
no. 88-14) 


Chinook salmon--Alaska 


9032 

ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Stock compositions of salmon catches in 
southeast Alaska’s districts 1 and 108 and in 
the Stikine River, 1987, estimated with scale 
attern an by Kathleen A. Jensen and Iris 

Frank. Juneau, 1988. x, 77 p. ill. (Technical 
fishery report no. 88-13) 


Sockeye salmon--Alaska 


9033 
OF ELECTIONS. General 
[Juneau, 19887] 


ALASKA. DIVISION 

_§9.621254 

Elections--statistics--Alaska 


9034 
ALASKA. DIVISION OF ENVIRONMENTAL 
QUALITY. Wa M: 

Review of regulatory. framewor or 
quality protection in Alaska. Juneau, 


89-621255 
Water quality--Alaska 
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9035 
DIVISION OF 


9036 
ALASKA. DIVISION OF FISHERIES 
REHABILITATION, EENHANCEMENT, AND 


Wood | River system, | Alaska; final 


project 
report 1975-1980, and W. Michael 
Juneau 10.5 x 15 cm. 


Arctic char--Alaska 


9037 
ALASKA. DIVISION OF FISHERIES 
REHABILITATION, ENHANCEMENT, AND 


and Loren 1983-1984, 
and ren % 

5 x 15 cm. 

11 A7F7 no. 86. 
Sockeye salmon--Alaska 


REHABILITATION, 
Marine survival of “chinook 


three 

densi, ( uneau, sheet 
x 15 cm. (microfiche (FRED report 

SH 11 A7F7 no. 88. 


Chinook salmon--Alaska 
Fish-culture--Alaska 


9038 
ALASKA. DIVISION OF _ FISHERIES 
ENHAN 


9039 

ALASKA. DIVISION OF 

REHABILITATION, . ENHANCEME RAND 
DEVELOPMENT. Rainbow 

in 
by Marianne McKean 
. 1 sheet. 
report no. 

11 A7F7 no. 84. 


Rainbow trout--United States 
Fish-culture--United States 
Rainbow trout--Canada 


9040 
ALASKA. DIVISION OF FISHERIES 
REHABILITATION, ENHANCEMENT, AND 
DEVELOPMENT. ‘Results pink "salmon, 
ansplants to Eaglek 
ay, und 1984". Tom Kohler. 
TEE os 1988. 1 sheet 10.5 x 15 cm. (microfiche) 


SH 11 ATF? no. 
Pink salmon--Alaska 


9041 
ALASKA. DIVISION OF GAME. Dee: 
surveys in southeast Alaska, — Feder 
aid in wildlife research 


Ti 
Juneau, AK 99802. 


Deer--Alaska 


9042 
ALASKA. DIVISION OF GAME. Development of 
jon assessment techniques for Federal 
in restoration research progress 


7.14 Charles C. 
Project “and Kris J.Hundertmark. 
Juneau, AK 


Lynx--Alaska 


9043 

DIVISION OF GAME. Evaluation and 
testing of techniques for moose management; 
Federal aid in research 

proj stu 

bales C, undertmark, 
Johnson. [uncau] 1988. i, 36 

ble from 


i. 

ami ame 

Moose--Alaska 


ALASKA. DIVISION OF GAME. Movement patterns 
of the Porcupine caribou herd in_ relation to_ oil 
Federal aid in wildlife 


in. 1988. i 
le from: Publi 
Fish Gam Game Division P 


Juneau, AK 
Caribou--Alaska 


750 

| 
7 
quality strategy; draft. 
uneau, 1988. vii, 125 p. 
Water, Underground--pollution--Alaska 
Water quality--Alaska . 

TVET OPM en Lake sockeye salmon 

unea 

; ) i (ERED report no. 
: 

| 
4 Fish-culture--Canada 


Monthly Checklist of State Publications Vol. 80, no. 6 


751 


9045 
ALASKA. DIVISION OF GAME. Ser ae 
for microbial pathogens; wil 
W-23-1, study 18.6, by Ran ci 
1988. ii, 26 p. 


yk from: Publications 
Fish and Game, Game Division, P. 
Juneau, AK 99802. 


Grizzly bear--diseases--Alaska 
Hares--diseases-- 
Hares--diseases--Canada--Alberta 


9046 
ALASKA. [DIVISION OF GEOLOGICAL AND 
GEOPHYSICAL SURVEYS — to 
information circular 11. [Juneau] 1 


Geology--bibliography--Alaska 
ALASKA. DIVISION OF GEOLOGICAL AND 


Moorman. Fairb: col. map on_ sheet 
92 é = cm. (Professional report 93) 


Geothermal resources--maps--Alaska 


ALASKA. DIVISION AND WATER 
State classification and land 


disposal bank: report to the Legislature. 1988. 
i, 14 p. annual. 


Public lands--Alaska 
Land grants--Alaska 


9049 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. A 
report on the Department of Commerce 
Economic Development, Division of Investments, 


Loan Programs ano the ended June 30, 
1987. 1988] 29 p. 


Legislative auditing--Alaska 


9050 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. A 
report on the Department of Environmental 
Conservation. 1986/87. [ — p. annual. 
Report year ends June 30 


Legislative auditing--Alaska 


9051 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. A 
report on the Department of Labor, Unemployment 
pensation Fund for the fiscal year ended 
June 30, 1987. [Juneau, 1988] 40 p. 


Legislative auditing--Alaska 
9052 

ALASKA. DIVISION OF LEGISLATIVE AUDIT. A 

seport on the Department of Law, Criminal Justice 

Grant for the fiscal year ended June 30, 

1987. [Juneau, 1988] 31 p. 


Legislative auditing--Alaska 


9053 
ALASKA. OF AUDIT. A 
on the even 
Suppor for the fiscal 
Jun 30, 1987. [Juneau, 1988] 37 p. 


Legislative auditing--Alaska 


year 


9054 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. A 


2 


1988. ‘Guncaa, 1988] p. 
Legislative auditing--Alaska 


9055 
—. DIVISION OF LEGISLATIVE AUDIT. A 
rt on the Department of Transportation and 
Pu lic Facilities for the fiscal year ended June 30, 
1987. [Juneau, 1988] 91 p. 


Legislative auditing--Alaska 


9056 
OF LEGISLATIVE AUDIT. A 
ut on Department of_ Transportation and 
Publi Faciinies, Highway Equipment Worki 
Capital Fund for the fiscal year ended June 
. (Juneau, 1988] 39 p. 


Legislative auditing--Alaska 


9057 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. A 
Pov report on the Alaska Commission on 
= Education collection of defaulted 
August 15, 1988. [Juneau, 1988] 24 p. 


Legislative auditing--Alaska 


9058 
ALASKA. DIVISION OF OIL AND GAS. Final 
and decision of the director oil 


gas 3 sale 52, Beaufort Sea. Anchorage, 


89-621256 
Oil and gas leases--Alaska 


9059 
ALASKA. DIVISION OF OIL AND GAS. Final 
finding and decision of the director regarding oil 
and gas lease sale 72A, Oliktok Point exempt. 
Anchorage, 1988. 4 1. ill. 


Oil and gas leases--Alaska 
9060 
ALASKA. DIVISION OF OIL AND GAS. Notice of 
sale, State of Alaska competitive oil and gas lease 
sale 52 (Beaufort Sea). Anchorage, 1988. 16 p. 


Oil and gas leases--Alaska 


= 
° GEOPHYSICAL SURVEYS. Geothermal resources of ee 
9048 
e 
1988. 
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ALASKA. DIVISION OF 
Alaska _ solicitation for offers to purchase West 
Side let Royalty Oil. [Anchorage] 1988. 


9062 
ALASKA. EMERGENCY MEDICAL SERVICES 
Alaska medical services 
ory, 1988. [Juneau, n. d.] 56 p. ill. 


Emergency medical services--directories--Alaska 


9063 
ALASKA. LABOR MARKET INFORMATION UNIT. 
Unemployment insurance actuarial study and 
financial’ handbook. 7th; 1987. Prepared [in 


85-642307 
Insurance, Unemployment--Alaska 


ALASKA. LABOR STANDARDS AND SAFETY 
DIVISION. Title 23, labor & workers’ 


compensation, Chapter 10, employment of childre: 

AS 23.10,325--AS 2310370 1988. 18 p. 

(Dept. of Labor. Wage and Hour Wage 
administration pamphlet no. 200) 


Children--employment--Alaska 


DIVISION. Title 23, labor, Chapter 05.- 
Chapter 10, Department of Labor em a 
ractices & working conditions, AS Bo .010- 
AS 2310375. - “AS 7340400. [Juncau} “1988. “38 p. 
. 10.400. [Juneau q 

and = Division Ww 


9066 
ALASKA. LAND USE COUNCIL. Annual report. 
1987. [Juneau] 27 p. ill. 

84-641710 


Land use--Alaska 


9067 
ALASKA. _ STATUTES, ETC. Board of 
Electrical Examiners: centralized licensing 
statutes, AS 08.01-.03; electrical. administrator 


Electricians--legal status, laws, etc.-Alaska 


9068 

LAWS, STATUTES, ETC. Board of 
Marine Pilots: centralized licensing statutes, 
AS 08.01-.03; marine pilot statutes, AS 08.62; 
occupational licensing regulations, 12 AAC 02; 
marine = regulations, 12 AAC 02; pilotage 
tariffs an . Rev. Juneau [Board of Marine 
Pilots] 1988. 38 p. 


Pilots and pilotage--law and legislation--Alaska 


9069 

STA’ , ETC. Construction 
contractors, centralized licensing statutes, 
AS 08.01.-03, construction contractor statutes, 
AS 08.18, occupational licensing regulations, 
12 AAC construction contractor _regulatio 
12 AAC 21. Rev. Juneau, 
Licensing, 1988. 26 p. 


Contractors--legal status, laws, etc.--Alaska 


ALASKA. LAWS, 


Division of Occupation: 


9070 
ALASKA. LA’ STATUTES, ETC. Naturopathy: 
centralized "Renata statute, AS 08.04; 
naturopaths, AS 08.45; occupational __licensin 
regulations, 12 AAC 02. Rev. Juneau, Division o| 
Occupational Licensing, 1988. 16 p. 


Naturopathy--law and legislation--Alaska 


9071 
ALASKA. LEGISLATIVE AFFAIRS AGENCY. 
A report to_ the...State 
egislature: examining court decisions and 
opinions of the attorney general co: 
tutes. 1987/88. Juneau. 85 p. —. 


Legislative oversight--Alaska 


9072 
ALASKA. LOCAL BOUNDARY COMMISSION. 
Borough feasibility study: Southwest Region School 
District and the city of —.. _ prepared by 
the Dept. of Community and Regio Affairs, 
Municipal and Assistance Division. 
[Juneau] 1988. vi, 42 p. ill. 


Local government--Alaska 
Cities and towns--Alaska--Dillingham 


9073 

ALASKA. LOCAL BOUNDARY COMMISSION. 
Borough feasibility study: Southwest Region School 
District and the city of Dillingham; executive 
summary, prepared by the Dept. of Community and 
Regional Affairs, Municipal and Regional 
Assistance 


Division. {Juneau] 1988. 8 p. ill. 


Local government--Alaska 
Cities and towns--Alaska--Dillingham 


9074 
ALASKA. MUNICIPAL AND REGIONAL 
ASSISTANCE. City of Whittier coastal management 
program; public hearing draft. [Juneau] 1988 
various pagings. ill. 


Coastal zone management--Alaska--Whittier 


752 
9061 
: Oil and gas leases--Alaska 
cooperauion with} the Reports Uni ept. 
te Labor. Juneau] 95 p. ill. 
9064 
4 
a ALASKA. LABOR STANDARDS AND SAFETY 
a 
° 
40; occupational  licenst reguiatio 
12 AAC 02; clectrical 
12 AAC 32. Rev. Juneau [Board of Electrical 
os Examiners] 1988. 27 p. 
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9075 
ALASKA. MUNICIPAL AND REGIONAL 
ASSISTANCE DIVISION. Municipal Lands _ Trustee 
Program annual report. 1987/88. [Juneau] 24 p. ill. 
sear endl 3 June 30. 


Alaska 


9076 
ALASKA. MUNICIPAL AND REGIONAL 
ASSISTANCE DIVISION. government in 
Alaska. [Juneau] 1988. 36 x, 


Local government--Alaska 


9077 
ALASKA. MUNICIPAL AND REGIONAL 
ASSISTANCE DIVISION. Report and 
recommendation to the Local Boundary Commission 
(includes executive summary); petition for 
annexation of 216 square miles to the Fair 
North Star Borough. [Juneau] 1988. vii, 20 p. ill. 


Annexation (County government)--Alaska 
Local ) 


9078 
OFFICE OF EQUAL EMPLO 
Alaska hire: a handbook 
in Alaska; Alaska’s local hire 
ual employment o uni WS 
Parsily. employ 1988. 16 


Employment--handbooks, manuals, etc.--Alaska 


9079 
ALASKA. OFFICE OF MANAGEMENT AND 
BUDGET. Division 


“at June 30, 1988. {Juneau} 1988. 
On cover: Report no. 11-13. 
Auditing--Alaska 


9080 
ALASKA. OFFICE OF eS AND 
BUDGET. 


Services, Staffing analysis as 7 ousing 
sation. 1988. 23 1. illl. 
On cover: Report no. 04-19. 


Auditing--Alaska 


9081 
ALASKA. SPORT FISH DIVISION. Abundance and 
life history of the T Lake northern 
and 1987, John 

iv, 44 p. ill’ (Fishery dats 
series no. 


89-644174 


9082 
ALASKA. SPORT FISH DIVISION. Abundance and 
size composition of Chatanika River least cisco 
and humpback whitefish with estimates of 
cuplohelion” by_ recreational fishermen, by Jerome 
E. Hallberg. Juneau, 1988. iv, 33 p. ill’ (Fishery 
data series no. 61) 

89-644174 


Whitefishes--Alaska 


9083 
ALASKA. SPORT FISH DIVISION. Abundance 
estimates of the Volkmar Lake — chat 


ulation with estimates “ 
Composition, 1985 through 
(Fishery data series no. Be 
Pike--Alaska 


9084 
ALASKA. SPORT FISH DIVISION. Abundance of 
the George Lake northern pike population in 1987 
and various life history features the 
a John H. David R 
Pearse. Juneau, 1988. v, 49 p. tT 


series no. we 


Pike--Alaska 


9085 
ALASKA. SPORT FISH DIVISION. Angler effort 
and harvest of chinook salmon 
and coho salmon e 

recreation. sm. in the Lower nai River, 
(Fiske Juneau, 1988. 
ix, ry data series no 

89-644174 
Chinook salmon--Alaska 
Coho salmon--Alaska 


9086 
ALASKA. SPORT FISH DIVISION. Annual summary 
of statewide instream flow_ reservation 
applications. 1907/9. By Christopher C. Estes. 
Juneau. iii, 22 p. ill {Fishery data series no. 5 

Report year ends June 30 

89-644174 

Fishing--Alaska 


9087 
ALASKA. SPORT FISH_ DIVISION. Cie salmon 
studies in southeast Alaska, by Artwin E. Schmidt. 


Juneau, 1988. v, 29 p. (Fishery data series 


no. 45) 
89-644174 
Coho salmon--Alaska 


9088 
ALASKA. gaa A FISH DIVISION. Effort and catch 
River c Minard and Thomas E. 
uneau, 1988. v, 47 p. (Fishery 
data series no. 49) 

89-644174 


Fishing--Alaska 
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ALASKA. SPORT 
enhancement efforts for rainbow trout e 
salmon, ant Arctic in southcentral 


iv, ishery series no 
89-644174 


9091 
ALASKA. SPORT FISH DIVISION. Fisheries 
statistics for selected sport fisheries on tl 
Lower Kenai Peninsula, Alaska, 1987, with 
emphasis on salmon 


Larson 
uneau, iv, 28 p. ill. (Fishery data series 


no. 46) 
89-644174 
Chinook salmon--Alaska 


Movement, 
during by 
1988. iv, 42 p. ‘ill. (Fishery data 


89-644174 


9093 
Holmes and Alan Burkholder, 
Rte - Burkholder. 
iv, 34 p. ill. (Fishery data series 


89-644174 


9094 
ALASKA. SPORT FISH DIVISION. 
assessment of Arctic the Tanana 


Steven T. Kuntz. Juneau, 
vi, 55 p. ill. data . 62 

p. ill. (Fishery series no, ) 
Coho salmon--Alaska 


9096 
‘ATE COUNCIL ON THE ARTS. 

: an anthology celebrating Alaska’s twenty- 

writers. Edited by Elyse 
Gutt & Jean Anderson. [ist ed. Juneau, 
210° 


— Inroads: Alaska’s 27 fellowship 


88-71207 
Literature 


Poetry 


9097 
ALASKA. [STATE LIBRARY, Alaska State 
and local 14 sheets 
10.5 x 15 cm. (microfiche 


9098 
STATE LIBRARY, Alaska State 
session 
including the first session, 
[Juneau] 77 a 


9100 
STATE MEDICAL 


BOARD. Collection 
sion operator ‘roster. Rev. [Juneau] 1988. 4, 


Collecti 


ALASKA. STATE 

Forest: Alaska oil sket 

Alaska State Museum, Juneau, Alas ua 
August 24-October 2, 1988. Juneau [c1988] 


Issued with The Friends of the 
89-621259 


9101 


754 

9089 
F ALASKA. SPORT FISH DIVISION. Evaluation of 

Arctic grayling. enhancement in Alaska during 
(Fak Fairbanks, 1988. ii, 21 p. 
3 ishery data series no. 

0.644174 
9050 

nbow trout--Alas 
Coho salmon--Alaska 

9099 

ALASKA. STATE LIBRARY, Juncau, Capital ‘87- 

3 9092 Capital ‘88 videotape index: an index to programs 
Alaska State Legislature. Juneau, 

jun 

ie Evanson. Juneau, Legislative journals--indexes--Alaska 

Burbot--Alaska 

Flats, by 

Juneau, 1 
no. 53) 

rainage, DY an 

=, Ridder. Juneau, 1988. vii, 79 p. ill. (Fishery data 

series no. 54) \rt--exnibitions--Alaska 

89-644174 

- ALASKA. SPORT FISH DIVISION. A study of coho Jastitutional Research, University of Alaska 

salmon in southeast Alaska: Chilkat Lake, Chilkoot plan: an assessment of 

Lake, Yehring Creek, Vallenar the first two by Task Force 

on Assessing Six-Year Progress. Fairbanks, 

= 1988. ii, 76 p. ill. 
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markets 
-Hwan 
sea grant report no. 88-5) 
Atlantic salmon--mathematical models--marketing- 


-United States 


Atlantic salmon--mathematical models--marketing- 
-France 


9104 
ALASKA. OF Fairbanks, 
Fishing for octopus: commer 
ermen ] Brian c [Fairbanks 1988. 
48 p. ill. ( sea grant report no. 


Octopus fisheries--Alaska 


ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Proceedings of the fourth Alaska Aquaculture 
oe 1 iv, 236 sea grant 
no. 


ALASKA, UNIVERSTEY, OF 


1988] 45 p. 
On cover: 


education: 


nce erence [held at] Fair 
proceedings: summaries of selecte 
sessions and _ abstracts of [held] 


October 7-10, 1988. Co-publish 


American 
Association for th 
Arctic Division. [F 


e Advancement of 
1988?] v, 264 p. 


9110 

ALASKA. UNIVERSITY OF 
Library. Russian exploration in 

travel journals of Petr (1818) 
and Ivan Edited 
introduction tone. Translated 
David H. anks, 
Alaska Press [c1988] vii, 120 p. ill. Rasmuson 
Library historical vol. 4 


virus. 
2] p. ( uter notes no. 

"from: Publications, Transportation 
Technolo Transfer rake of 
Alaska-F Fairb 1760. 


Computer viruses 


omew ore bidding that project. 
Fairbanks} 1988. [2] p. (Planning, design, and 
Id notes no. 11) 
Available from: Publications, Transportation 
Toma = er — of 


Government contracts 


ole 

design, and | eld notes no. : 
Available from: Transportation 

Alaska-F Fairb: 


Roads--maintenance and repair 


9114 


1 
2] p. (P ena and field aotes no. 

rom: Publications, Transportation 
Technolo; Transfer Program, University of 
Alaska 99775-1760. 


Automobiles--maintenance and repair 


Trans Pu Program, of 
no rans rogram niversity o 
a-Fairb anks, AK 99795-1760. 


Snow fences 
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9111 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks 
ALASKA. UNIVERSITY OF ALASKA, Fai 
Transportation Technology _ Transfer Fairbanks, 
9106 
ALASKA. UNIVERSITY. OF ALASKA, Fairbanks. 
fransportation Technology Transfcr__Frogram 
ALASKA. ALASKA, Faibank 
UNIVERSITY i 
‘ooperative Extension ervice, Veal luction. 
Adapted for Alaska by Ken Krieg. fFairbanks) 
1988. 3 pill. (A-00749) 
bd Alaska ‘ock series. 
Veal | | 
9108 ALASKA. UNIVERSITY OF ALASKA, Fairbanks 
. ALASKA, UNIVERSITY OF ALASKA, Fairbanks, 
wih hecklist. [Rev. Fairbanks, 1988] 3 p. ill. 
(A-01350) 
Stoves, Wood 
ALASKA. ER 9115 
ophysical Institute. ALASKA. UNIVERSITY OF ALASKA, Fairbank: 
Nspo ion__Technology _ Trans Program 
now fences. airbanks] 1988. . (Planning, 
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notes 


ARKANSAS. Ai EXPERIMENT 

Available from: Publications, Transportation STATION Arkansas corn performance 

Technol Transfer we m — of tests. 1988. [By| J. O. York. Fayetteville. 19 p. 
Alaska-F; Fairbanks, annual. (Research series 378) 


sorghum 
erformance _ tests. 1988. [By] ork. 
ayetteville. 27 p. ill. 
no. 6) series 378) 
Available from: Publications, Transportation 


Technol Transfer Program — of Sorghum--Arkansas 
Alaska-Fasrbanks, Fairbanks, AK 9775-1 


9125 
Photography in traffic accidents ARKANSAS. AGRICULTURAL EXPERIMENT 
STATION, Fayetteville. Fi Field. of new 
for herbici ctivity, E. 
Pp. 


9118 Talber [and Fayetteville) 
ALASKA. WORKERS’ COMPENSATION BOARD. (Research series 376) 
Workers’ compensation and you: information for nee 
employees. [Juneau, 1988] 16 p. Herbicides 


Workers’ compensation--Alaska 9126 
ARKANSAS. AGRICULTURAL EXPERIMENT 
STATION, | Fayettele. Grain production and 
utilization in nited States with projections 
for 1990 and 2000 [by] Eric J. Wailes and Joseph 
ARIZONA E. Vercimak. Fayetteville, 1989. viii, 40 p. 


(North central regional publication 31 
Southern cooperative series bulletin 


Grain trade--United States 


9119 
ARIZONA. DEPT. OF Einance 


Divis ities 


9127 
BS ARKANSAS. ARCHEOLOGICAL SURVEY. 
Public environmen by M. , Wil arbara 
Burnett. and Daniel Wolfman. — 
e 


xiv, 195 p._ ill. Archeological 6 
ARIZONA. LEGISLATURE merch 27) 
Represcalatives, Journal, 38th — 88-83205 
session; 1303 p. Excavations (Archaeology)--Arkansas--Montgomery 


rchaeological surveying--Arkansas--Montgomery 
County 


9128 

J ARKANSAS. DEPT. OF EDUCATION. Statistical 
2d regular session; 1988. [Phoe: data on 1985 /86-1986/87. 
1219 p. Little annual. 
Legislative journals--Arizona School children--transportation--statistics-- 


9122 9129 
SUPREME COURT. Report of cases ARKANSAS. DEPT. OF FINANCE AND 
argued and determined in the Supreme Be and ADMINISTRATION. 
Vol 157; 1986/88. [Phoeni 
nix 
Title on spine: Arizona re 


Taxation--Arkansas 
Law reports, digests, Oe Revenue--Arkansas 


756 
9116 ARKANSAS | 
ALASKA. UNIVERSITY ALASKA, Fairbanks. 
Famsport: ion | Fansic: ips 
Diading egate-suriaced roac airbanks] 
1988. [2] p. anning, desi and_ficld 9123 
Roads, Gravel Corn--Arkansas 
9117 9124 
& 
| 
33. 
: 
tive jo --Arizona 
rKansas 
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ARKANSAS. LAWS, STATUTES, ETC. Arkansas 
motor velicle and traffic laws and State Highway 
Commission regulations. 1987. [Little Rock] Nor 
way and Transportation Dept. and of 
Finance Administration. 463 p. biennial, Sia 


Traffic r tions--Arkansas 
Motor vehicles--laws and legislation--Arkansas 


9131 
ARKANSAS. LEGISLATIVE COUNCIL. Arkansas 
ere i handbook: update: additions & 
the 76th General Assembly. 
Roa 1987. 89 p. 


-621 
'axation--handbooks, etc.--Arkansas 


9132 
ARKANSAS. STATE BOARD OF ‘eee Annual 
eport year en 
32642683 


Nursing--Arkansas 


9133 
ARKANSAS. — MEDICAL BOARD. Directory 


of licentiat: atio and registration 
1986-87. {Little Roc Rock 338 gistr 


20: 
Physicians--directories--Arkansas 


9134 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 


casting 
Rock, 1988 iit (Leaflet 397) nmnamer. Rev. le 
Fishing 


9135 
UNIVERSITY OF ARKANSAS AT 
ROCK. 


Blackberry production in 
Schaller ‘and Bill F. "sees Little ‘Rock 1986] 
folder. il. (EL 385) 


Blackberries--Arkansas 


9136 
ARKANSAS. UNIVERSITY. OF ARKANSAS AT 
Feedi he fi 
i = roduction 
Barton’ and Lankf Lankford. Rev. 
1987] 376) 


Chickens--feeding and feeds 


. Lione 
ittle Rock, 


Huey and others. Rev. Little ; Rock, 1988} older. 
(EL 405) 


Rice--Arkansas 


ARKANSAS. 
LITTLE ROCK. 


9138 
UNIVERSITY, OF ARKANSAS AT 
Fiber and fabric 
R and Karen M. Fite. ~ et. Little “Rock, 
1986] folder. (Leaflet 382) 


Clothing and dress 


9139 
UNIVERSITY OF ARKANSAS AT 


~ enum mo or so 

Rev. Little Rock, 


Nolder ill. (EL 


9140 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 
LITTLE ROCK. insect ‘contol poy 
Stored i 

Jones. Rev. Little Rock, 1987] 11 p. all 
Grain--storage--diseases and injuries 


9141 
UNIVERSITY OF ARKANSAS AT 


LITTLE OCK. 
Understanding color ler. Rev. le 


atsy 
Rock, 1987] folder. ill. ( Y 391) 
Color 


Regional an per: 
income handbook. 1988. [By]. Wa an and 
Sue Little Ro ag > annual. 
(University of, Arkansas at Little ock. Research 
and Public AR, Publication 88-24) 

82-642165 


Economic history--Arkansas 
Income--statistics--Arkansas 


rograms: kansas ‘States 
Arkansas Littl 


(University o 
and Public Service. Publication 87-11) 
89-621282 


Industrial promotion--Arkansas 
Industrial promotion--Southern States 


757 
9142 
«ARKANSAS, UNIVERSITY OF ARKANSAS. AT 
LITTLE ROCK. Research and Public _ Service. 
j 
9143 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 
LITTLE ROCK. R ic__Scrvi 
9137 ntive 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 
LITTLE ROCK. Extension 
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9149 
valuation 


st Spital 1 incinerator at Sutter 
9144 Sa Sacramento, CA [by] Al Je 
CALIFORNIA. AIR RESOURCES BOARD. Notice of Peter Ouchi Lew. [Sacramento 
public. hearing to to 1988. xii, 37, xii, 4 ill. report ML- 
i applical passenger Incinerators--California--Sacramento 
and medium- Refuse and refuse disposal--California--Sacramento 
24, A 7, B 6, ii, p. ill. ornia--Sacramento 


Bieter gas--California 


9150 
CALIFORNIA. AIR RESOURCES BOARD. 


oe 9145 Instrumental measurement of ty 
: CALIFORNIA. AIR RESOURCES BOARD. Staff reducing particles; staff report [by] "Toay 
initial statement of reasons for proposed amento, 1989] 2 v. | 
to i for on 
Central Coast air basin. ento] 1988. 12 p. Issued with the cooperation of ie on ’ 
ill. Noth Air Quality. Surveillance 
Branch, Air Monit orth Section. 
ning of land--California 
ornia Air--pollution--California 
Air--pollution--California 


9151 
CALIFORNIA. AIR RESOURCES BOARD. 


9146 

CALIFORNIA. AIR BOARD. Staff Doasion. Proposed _hexavaient ‘omium 
ae initial statement of for proposed measure for cooling towers. [Sacramento] 

changing pe, Wenariey betwee a distinctive title: Technical support 
M in Counties Air in and Sacramento document. 
Valley Air Basin. [Sacramento] 1986. 18, 2, 3 p. ’ it 
ill. towers--California 

Air-- ‘ornia 


9152 
CALIFORNIA. ASSESSMENT STANDARDS 
DIVISION. Assessor’s handbook: standard form 


9147 
CALIFORNIA. AIR RESOURCES BOARD. Staff list. [Sacramento] 1989. unpaged. : 
report: re on San Joaquin Valley Basin ; 
Control — , = and “a of options to Assessment--handbooks, manuals, etc.--California 
strengthen air 
control efforts. 19887] 10 1. 
Air--pollution--California 


CALIFORNIA. BOARD OF PRISON TERMS. Annual 
4th-Sth; 1985/86-1986/87. [Sacramento] 
v. 


9148 sn85-15358 
— California’s 1987 motor 
vehicle plan for continued toward 
standards for ozone and cates | monoxide 9154 
1988. CALIFORNIA. CALIFORNIA COMMUNITY 
ii, A 19 COLLEGES. Ane 
muni 
ity--stand ifornia 6 p. 


| 
{ 
7 
CALIFORNIA i 

| 
a Research 
4 { 
€ 

pect 
Air--pollution--California 
| 
ormia munity colleges--Califormia 
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9155 
CALIFORNIA. COMMISSION ON AVIATION AND 
AIRPORTS. Aviation and ewe California’s 
teway to a economy; report to the 
ye State Legislature. [Sacramento] 1989. 


dn cover: 


383-S. 
$5.60, plus sales tax for California_ residents; 
available “from: Joint Publications ae State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 
89-621200 
Aeronautics and state--California 
Airports--California 


9156 
CALIFORNIA. COMMISSION ON JUDICIAL 
PERFORMANCE. Annual report. 28th; 1988. [San 
Francisco] ii, 25 p. ill. 

89-641089 
Judicial corruption--California 


9157 
CALIFORNIA. COMMISSION ON PEACE OFFICER 
STANDARDS AND _ TRAINING. Performance 
objectives for the t basic course, 1989 
[Sacramento, n. d.] xi, 198 p. 


Police training--California 


9158 
CALIFORNIA. COMMISSION ON STATE 
MANDA 


‘ rt to the ornia_ legislature 
on_ denied mandate claims. 1988. [Sacramento] 


sn88-33193 
Intergovernmental fiscal relations--California 


9159 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California civil procedure during trial. 
Vol. 2; supplement Randall B. Christison. John 
K. Ch Chapin, editor. Berkeley, 1989. xv, 191 p. ill. 


81-68678 
Trial practice--California 
Civil procedure--California 


9160 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California law: I js 
Crawford. Commercial law: II 

xv, 

On cover: Supplement. 

$40.00. 


Commercial law--California 


9161 
IRNIA. CONTINUING EDUCATION OF THE 
BAR. Debt collection practice in California. 
Vols. 1 & 2 [by] Steven an Beilock [an ey 
Robert N. axman, editor. Berkeley, 1 
44 p. 
00. 
87-70327 
Collection law--California 


9162 
BAR. Estate 1988. [Be: keley) 390 
ate rkele 
Issued in cooperation = of 


Estate planning--congresses 


CALIFORNIA. CONTINUING EDUCATION OF THE 

BAR. Recent — in family law practice, 

1989 [a three-hour discussion. Kenneth A. Black, 

Maryanne La_ Guardi and Ira H. Lurvey, 

pansies. Berkeley] c1989. 3 cassettes 
x 4 in. 

T, 
Program material, December 
1988 [by] Ira H. Lurvey. H. Scutchfield, 


contributing editor. Berkeley | [cts v, 265 p. 
caw with tape program outline. 


Domestic relations--California 


9164 
CALIFORNIA. DEPT. OF | 
Lil 
abstract. ; 
annual. 
Social history--statistics--California 
Economic history--statistics--California 


FINANCE. Financial and 
California _ statisti 


acramento] viii, 254 p. 


9165 
CALIFORNIA. DEPT. OF FOOD AND 
AGRICULTURE. Traffic and 
interception summaries, order agricultural 
— stations. 1985/86-1987/88. cramento. 


v. ann 
86-647919 
Agricultural inspection  stations--statistics-- 
‘ornia 


9166 
CALIFORNIA. DEPT. OF HEALTH SERVICES. 
PICKLE handbook. [Rev. Sacramento, 1988] various 
ption title 


Social _ security--handbooks, manuals, ete.-- 
ornia 
Medicaid--handbooks, manuals, etc.--California 


9167 
CALIFORNIA. DEPT. OF MOTOR VEHICLES. 
Environmental _ license Fo numbers as of July 
1988. [Sacramento] 1988. 


Automobile license plates--California 


9168 
CALIFORNIA. DEPT. OF SOCIAL SERVICES. 
Workload and cost 
comparison report: a report on county welfare 
department administrative expenditures. 1987/88. 
[Sacramento] 31 p. ill. annual.” 
-642083 


Public welfare--statistics--California 
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9169 
CALIFORNIA. DEPT. OF TRANSPORTATION. 
California road system, ¥ [Sacramento] 
1988. 2 maps on sheet 46 x 46 


Issued in cooperation with ¢ the Federal Highwa 


Road maps--California 


9170 
IRNIA. DEPT. OF TRANSPORTATION. Road 
tem...California. [Sacramento] 1988. maps on 
46 x 46 cm. 
Each map covers a different county or part of 
county. 


ty 
Issued ration with the Federal Highwa 


Road maps--California 


9171 
CALIFORNIA. DEPT. OF WATER RESOURCES. 
California snow survey measurement schedule. 
Jack Pardee and ers. Sacramento] 
p. 


771-641917 
Snow surveys--California 


9172 
CALIFORNIA. DEPT. OF WATER RESOURCES. 
Directory of flood control officials. Dec. 1988. 
[Sacramento] 44 p. ill. annual. 

$2.00, plus sales tax for California residents; 
available from: Dept. of Water =a 
Box 942836, Sacramento, CA 94236-0001. 

sn89-18043 

Hydraulic engineers--directories--California 


9173 
CALIFORNIA. DEPT. OF WATER RESOURCES. 
Hydrologic data. Vol. 2. Northeastern California. 


4/8 Sacramento 317 p. ill. annual. 
(Balen 


rt year ends Sept. 30. 
.00, sales tax for California residents; 


Dept. of Water Resources, P.O. 
Box 942836, Sacramento, CA 94236-0001. 


Hydrology--California 
nia 


9174 
RereaA. DEPT. OF WATER RESOURCES. 
ement of the California State water project. 
; 1988. [Sacramento] xiv, 267 annual. 


Water resources development California 
Water-supply--California 


9175 
CALIFORNIA. DEPT. OF WATER RESOURCES. 


State 
water project r operations. 11th; 
1984. [Shcramento} x, 115 


640395 
Water resources development--California 


9176 


table 1980 
fSecramento, 1989] 19 


Periodicals--indexes 


CALIFORNIA. HEALTH AND WELFARE AGENCY. 
A study of California’s publicly funded long-term 
care programs. [Sacramento, 1988] x, 299 p. ill. 

On cover: Report to the —— wre. 


1--long term care--California 
edicaid--California 
Nursing home care--California 


9178 
CALIFORNIA. LA’ STA’ ETC. Public 
utilities code. 1586-88. Son 


Public utilities--California 


9179 
CALIFORNIA. LEGISLATURE. Summary of 
statutes enacted and resolutions adopted. Vol. 1. 
1987-88 regular session; first 
extraordinary session. compiled Bion M 
19791987 eatutory 

ncludes statutory recor: 
81-640926 


Legislation--California 


9180 
CALIFORNIA. LEGISLATURE. Semifinal 
history: synopsis constitutional 
amendments — joint, and House 
resolutions. 1987 regular session. [Sacramento] 


Bills, Calif ed 
ive-- ornia 

Resolutions, Legislative--California 

Constitutional amendments--California 


Octe 88 
hazardous waste. [ ecremento, 19887} 14: 
On cover: 0250-A. 


65, California idents; 
available from: Joint Publications ain State 


Capitol, Box 942849, cores CA 94249-0001. 


-621305 


Hazardous wastes--California, 
Household supplies--California 


9177 
| 
| 
| 
a CALIFORNIA. LEGISLATURE. Assembly. Committes 
on Environmental Safe and OXI Materials. 
household | 
= 
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ASS ile, 
subject of the earth's 

ozone layer and _chlorofluorocarbon (CFC 
emissions: SB 534 merry [held] October 1 
1988. [Sacramento, 1 5 + p. 

Cover title: Interim hearing on the Earth’s 
ozone layer... 

On cover: 0248-A. 
$7.95, plus sales tax for California_ residents; 
available from: Joint Publications Office, State 
Capitol, Box 942949, ue CA 94249-0001. 


-621206 
Ozone--California 
Atmospheric ozone--California 
Motor vehicles--motors--exhaust gas--California 


2 oreign 
(submitted 
5 p. 
$5.75, plus sales tax for California residents; 


available from: Joint Publications Office, State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 


Investments, Foreign--California 


9184 
li New _ statutes ecting e 


criminal law. |[Sacramento, n. d] xii, 144 p. 

Cover title: New statutes..law: 1986 general 
session of the California State Legislature. 

On cover: 0152A 


$7.85, plus sales. tax_ for California residents; 
available from: Joint Publications Office, State 
Capitol, Box 942849, senaueste CA 94249-0001. 


-621308 
Criminal law--California 


9185 
CALIFORNIA. LEGISLATURE. i 
Transportation. Summary 0 egislation. 


. Sacramento p. 


4.60, plus sales tax for California_ residents; 
available from: Joint Publications Office, State 
Capitol, Box 942949, Sacramento aa 94249-0001. 

- 
Transportation, Automotive--California 
Bills, Legislative--California 


9186 
Information 
yellow pages business: 
consequences for advertisers and readers pony 
California [on] October 17, 1988. 
[Sacramento, 1988?] 21A, 99 p. 
On cover: 0253-A. 


$7.00, plus sales tax for California residents; 
available from: Joint Publications Office, State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 
Telephone--directories--yellow pages--California 


on} competition in 


9187 
CALIFORNIA. LEGISLATURE. 

Information earing 
on] telemarketing: perils and promise of the 
electronic marketplace [held at]...Los Angeles, 
California [on October 17, 1988. Sacramento, 
1988?] SSA, 

On cover: 0251A. 
$10.40, plus sales tax for California_ residents; 
available from: Joint Publications Office, State 
Capitol, Box 942849, Sacramento CA 94249-0001. 


-621210 
Telemarketing--California 


9188 
CALIFORNIA. LEGISLATURE. 

Information earin 
on] _ utilities commerce issues for 1989 (held 
at]..Sacramento, California gloat January 30, 1989. 
[Sacramento, 1989] i, 238 p. ill. 

On cover: 0254-A. ’ 

$9.75, plus sales tax for California_ residents; 
available from: Joint Publications Office, State 
Capitol, Box 942849, Sacramento CA 94249-0001. 


-621211 
Public utilities--California 
Commerce--California 


9189 

CALIFORNIA. LEGISLATURE. 
Research, in ree: riving or 
surviving? [Sacramento 

On coves: 0249-A. 

$6.00, plus sales tax for California_ residents; 
available from: Joint Publications Office, State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 

Art--study and teaching--California 
Education--California 


9190 
IRNIA. LEGISLATURE. 


CALIFO! 
Research. State resources to enable development 
of community nonprofit skilled facilities; 
report for ACR 56 (1987). [Sacramento] 1988. 24 1. 

$2.00, plus sales tax for California_ residents; 
available from: Joint Publications Office, State 
Capitol, Box 942949, a 94249-0001. 


-6 
Nursing home care--California 
Corporations, Nonprofit--California 


D ind and 
1 procedures, and 
tformance in the Public Employees’ Retirement 
— and State Teachers’ Retirement System. 
[Sacramento] 1988. iv, 66 p. ill. 
On cover: A, 
$5.00, plus sales. tax for California_ residents; 
available from: Joint Publications Office, State 
Capitol, Box 942949, Sacramento, CA 94249-0001. 
89-621214 
Pension trusts--investments--California 
Civil service pensions--California 
Teachers--pensions--California 
State officials and employees--pensions--California 


761 
9183 
CALIFORNIA. LEGISLATURE. i 
in 
te 
CALIFO 
On 
CALIFORNIA. LEGISLATURE. Assembly. _ Publi 
Employees, _Retirement, _and__ Social _ Security 


Monthly Checklist of State Publications Vol. 80, no. 6 


ng Water Ke: x oint hearing 
water quality control for _ 
at]. ol . January 
re Mk 
vy, 
r: ‘ Issued S cooperation with the Assembly 
$6.25, plus sales for California eacidoats, Committee on Water, Parks, and Wildlife. 
available from: Publications On cover: 152-J. 
Capitol, Box 942949, Sacramento, CA 94249-0001. $6.50, plus sales tax_ for California_ residents; 
89-621215 available from: Joint Publications Offi State 
Medicare--California | ; Capitol, Box 942849, Sacramento, CA 94249-0001. 
Insurance, Catastrophic health--California 89-621319 
Insurance, Government employees’ health-- Water quality--California 
California Saline waters--California 


CALIFORNIA. LEGISLATURE. 


nized Crime and Gang Violence, _Interir Report_ on 
hearing: violence: recommendat tate niversit acult sla fund transfer 


1988?] 2 v. amento] 1989. 
covers: 150- ‘Vy =) 
$5.80, pt. 1; ‘S700 pt. 2, Bile sales tax for On cover: 387-S. 

Californis residents; le from: Joint $4.00, plus sales tax for California_ residents; 
Publications Stat _ Box 2949, available from: Joint Publications a State 
Seen CAS Capitol, Box 942849, Sacramento, CA 94249-0001. 

ornia.-- r ate universities and colleges--fa --salari 
uvenile delinquency--California tate universities and _ colleges--employees-- 
Gangs--California salaries, etc.--California 


State universities and colleges--finance--California 


9194 
CALIFORNIA. LEGISLATURE. 


on 
March 18, 968. 19887] 46 


in’ on 
sales tax_ for residents; Mon nte, lon} October 28, 1988. 
from: Joint Publications Office, State [Sacramento, vo 
Capitol, Box 942949, Sacramento, CA 94249-0001. On cover: 384-S. 
89-621217 $3.60, plus sales tax for California_ residents; 
T transfer--California available from: Joint Publications Offi State 
Research, ornia Capitol, Box 942849, ee 94249-0001. 
Occupations--licenses--fees--California 


egislation 
submitted t Committee pursuant consider - session. 1988?] 
to S.R. ao (i888), 1989. 
On cove: n cover: 377-S. 
$5.00, plus sales. tax for California $10.30, sales tax for California_ residents; 
available from: Publications available’ : Joint Publications Offi State 
Capitol, Box oa849, ee CA 94249-000 Capitol, Box 942849, Sacramento, CA 94249-0001. 


99-621218 89-621322 
Banks and banking--state supervision--California Bills, Legislative--California 


9192 9196 
CALIFORNIA. LEGISLATURE. Assembly. _ Publi CALIFORNIA. LEGISLATURE. Senate, Committe: 
9193 
| 
| 
9198 
| 
| 
9195 
CALIFORNIA. LEGISLATURE. Senate. Advisor 
in Si Government 
Keport on tates regulation o 9199 
institutions. [Sacramento, 1989] ii, 46 CALIFORNIA. LEGISLATURE. 
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9200 
CALIFORNIA. LEGISLATURE. | 


merger 

risks a payers and incl 
Octob: er 24 at}...San Diego, ifornia. 
[Sacramento, 19887] pagings. 

Issued in_ cooperation with the Assembly 
on ies and Commerce. 


$7.40, plus sales. tax for California_ residents; 

available from: Joint Publications Offi State 

Capitol, Box 942849, Sacramento, CA 94249-0001. 

Public utilities--California 

Consolidation and merger of corporations-- 

California 


9201 
pa__{ndustrial Relations. Hearin orce 


care coverage [held at]. _Secramento [on] 
October 20, 1988. [Sacramento, 1988?] iii, 194 p. 
On cover: 372-S. 
$8.60, plus sales tax for California_ residents; 
available from: Joint Publications Offi State 
Capitol, Box 942849, CA 94249-0001. 


-621324 


refo held] 
les. 


$6.60, oles sales tax for California_ residents; 
available “from: Joint Publications Offi State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 
89621225 
Insurance, Automobile--California 
Referendum--California 


position 1 
held] January 23, in Angeles. 
1 
$4.00, plus tax for California residents; 
available from: Joint Publications Offi State 
Capitol, Box 942849, CA 94249-0001. 
Insurance, Automobile--California 
Referendum--California 


9204 
CALIFORNIA. LEGISLATURE. 
Interim hearing 
m at]..San Francisco, California 
[on} regional transit service consolidation 
by Evelyn Mizak. [Sacramento, 1989} 
vi, 


On 375-S 

$8.60, plus sales tax for California_ residents; 

availa from: Joint Publications Offi State 

2849, Sacramento, CA 94249-0001. 
89-621227 


9205 
CALIFORNIA. LEGISLATURE. 
i Interim earing e 
ctober {at]...Irvine, California: 
transportation southern 
cornia. [Sacramento, 1988 
Cover title: Interim hed on transportation 
lanning agencies: southern California, Irvine, 
ornia, October 31, 1988 
On cover: 380-S. 
$7.35, plus sales. tax for California_ residents; 
available “from: Joint Publications Offi State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 
89-621228 
Transportation--planning--California 


hearing on Cal ustry ek eld 
...sacramento, ‘California fen) “Octobe 
ited by Jeanice Tipps. [Sacramento, rode 32 1. 


‘Cover title: Public hearing on improving export 
opportunities for  California’s wine industry, 
Sacramento, October 13, 1988. 


388- 
$4.60, plus sales tax for California residents; 
available from: Joint Publications Office, State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 
89-621229 
Wine industry--California 
Foreign trade promotion--California 


9207 
“Infant "and Ch 


held|~ Octobe 1988 .Sacramento, 
— (Sacramento, 19887] iii, 
ration with rg “Senate Select 
on Chil en and Youth. 
cover: 379-S. 
$7.00, plus sales tax for California_ residents; 
available from: Joint Publications Offi State 
Capitol, Box 942849, 94249-000 


Day care centers--licenses--California 


Management: ocal d lecisions, 
needs, and goals; 
beesing hel December 13 88 


r title: Joint interim growth 
ement...statewide 13, 1988, 
California. 
On cover: 373-S. 


Issued in cooperation with the Senate 
Committee on Local Government. 

$12.10, plus sales tax for California_ residents; 
available from: Joint Publications Offi State 
Capitol, Box 942849, 94249-000 
Economic development--California 

Land use--California 

Regional planning--California 
Transportation--planning--California 


= 
9206 
urance, Health--California 
Medically uninsured persons--California 
9202 
CALIFORNIA. senate. Committe: 
On Aaims nc ATDG 
. on Proposition 10 insurance 
December 14, 1988 fat]..Los Angel elec 
1988?] 54, 5, 3 L+ id __Care _an¢ 
9203 
CALIFORNIA. LEGISLATURE. Senate, Committe: 
9208 
— 
Local transit--California 
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9209 


i n 

Hornia sm USINESS gus to government 
services. [Sacramento, n. d.] 49 p 

On cover: 243-S. 

$5.93, plus sales tax for California_ residents; 
availal from: Joint Publications Offi State 
Capitol, Box 942849, 9-0001. 
Small business--services for--California 
Industrial promotion--California 


g “tes he workplace 

, 1988 [at] Sacramento, California 

26, 1988 [at = Francisco, 
[Sacramento, 19887] iii, , 87 p. 
Cover title. 


On cover: 374-S. 

$7.90, plus sales tax_ for California_ residents; 
ble ‘from: Joint Publications Office, State 

Capitol, Box 942849, , Sacramento, CA 94249-0001. 


9211 
CALIFORNIA. 
i Hearin 
conservato ee erty recommen 
pt 


for reform; : hearing [held] ember 29, 
Seaside, California. {Sacramento, 1988?] 


plus sales tax for California residents; 
cramento 
89-621234 
Aged--care--California 


9212 
CALIFORNIA. LEGISLATURE. 
subcommittes n Men Hi 
intment_ pr adv 

with opmental disabiliti 
illness [held]...May 31, Inglewood, 
California. [Sacramento, 1988?] 25 Fhe 

Issued in cooperation with Senate Select 
Committee on Citizen Participation in Government 
and the on Mental Health 


tax for California residents; 
available : Joint Publications Office, State 
Capitol, Box 942849, Sacramento, CA 94249-0001. 

89-621235 
Deve y disabled--California 
Ment ill-Ca 
Citizens advisory committees in mental health-- 
qualifications, tenure, etc.-- 
fornia 


88. [Sacramento, 1988?] 


378-S. 
plus sales tax for California residents; 
from: Joint Publications Offi State 
winin Box 942849, Sacramento, CA 94249-0001. 
89-621236 
ospitals--waste disposal--California 
Hes th faciliti wate disposal--California 
Medical wastes--California 


9214 
COMMISSION. Annual report to the Legislature 
Jan. 1989. Sacramento. 18, 1. ill. 


Medical assistance--California 


CALIFORNIA. NORTHERN AREA LABOR MARKET 

INFORMATION GROUP. Annual planning 

information, metropolitan statistical area 

(Butte County). 1987/88. Sacramento. vii, 72 p. ill. 
85-646898 


Labor supply--California--Butte Coun | 
Employment forecasting--California--Butte County 


CALIFORNIA. NORTHERN AREA LABOR MARKET 
INFORMATION GROUP. Annual planning 
information: Nevada County. 1987/88. Sacramento. 
vii, 6 


85-647024 
Labor supply--California--Nevada Coun’ 
— forecasting--California--Nevada 


CALIFORNIA. NORTHERN AREA LABOR MARKET 
INFORMATION GROUP. Annual planning 
een Sierra County. 1987/88. Sacramento. 


sc84-7345 
Labor supply--California--Sierra County 
forecasting--California--Sierra County 


CALIFORNIA. NORTHERN AREA LABOR MARKET 
information, Stockton metropolitan tistical 
San Joa Couaty). 1987/88. 1988/89. 
cramento. 


Labor supply--Calif San J County 
r su ornia--San Joaquin 
forecasting--California--San Joaquin 


CALIFORNIA. NORTHERN AREA LABOR MARKET 
INFORMATION GROUP. Annual planning 
Tehama County. 1987/88. Sacramento. 
vii, 65 p. ill. 


,  S¢84-7089 
Labor supply--California--Tehama County | 
Employment forecasting--California--Tehama 


764 | 
select CALIFORNIA. LEGISLATURE. Senate, Toxics anc 
= Publ Managemen Om mi 
Medical/infectious waste [hearing held __at]..san 
Diego on]...December 9, 194 

: 09 p. 

| 

9210 

ng on 

[an 

fornia. 

9215 
Drug testing--California | 
n 9216 

9217 

a 
Cover title. 

On cover: 137-J. | 
9219 
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CALIFORNIA. NORTHERN AREA LABOR MARKET 
INFORMATION GROUP. Annual planning 
Yolo County. 1987/88. Sacramento. 
2095 


sn86-64 
Labor supply--California-- Yolo a, 
Employment forecasting--California-- Yolo County 


FFICE OF] STATE CONTROLLER. 
Annual property tax rates 

levied the 1% tax rate limitation. 
1983 /84-1985 8, Of 083 /86-1087/88. 


sn85-15436 


[Sacramento] 


Property tax--California 


9222 
OFFICE OF TRAFFIC SAFETY. 
annual evaluation of highwa' 
progam implementation for the Feder. 
year. /85- 19: /87. [Sacramento] 3 v. ill. 
Cover title: Progress of rt. 
Report year ends Sept. 


Traffic safety--California 


9223 
CALIFORNIA. OFFICE OF Rigg 
of California fiscal highwa safety 
1987/88-1988/89. Prepared for the Natio 
way Traffic Safety Administration and the 
_— Highway Administration. [Sacramento] 2 v. 


a year ends Sept. 30. 
Traffic safety--planning--California 


9224 
IRNIA. POSTSECONDARY EDUCATION 
COMMISSION. Faculty methodolo logy 
revisions: a revision of the Commission’s 
methodology for preparing its annual reports on 
—, and administrative salaries an 
benefit costs. Sacramento [1987] 13 p. 
Commission report 87-27) 

Cover title: Faculty salary revisions... 


State_ universities and colleges--faculty--salaries, 
etc.--California 
College administrators--salaries, etc.--California 


9225 
CALIFORNIA. POSTSECONDARY EDUCATION 
COMMISSION. Supplemental report on academic 
salaries: a report to the Governor and Legislature 
in response to Senate concurrent resolution no. 51 
and subsequent salary 

egislation. 1985/86-1987 3 Vv. 

mmission report 86-26, ue 

title varies. 


State universities and _ colleges--faculty--salari 
etc.--California 


9226 
CALIFORNIA. PUBLIC 
SYSTEM. Annual_ financial re and report 
operations. [Vol. 2] Report of investments. Sst 
Sacramento. . ill. 


Re ends Jun 

§-17295 
State officials & employees--salaries, etc.-- 
California 


9227 

CALIFORNIA. PUBLIC EMPLOYEES’ RETIREMENT 
SYSTEM. Annual copent to the Governor and the 
Legislature. 32 p. ill. 


eport year ends 


Pension --investments--statistics--California 
Investment of public funds--statistics--California 


CALIFORNIA. PUBLIC UTILITIES COMMISSION. 
ry report. 1985/86-1986/87. [San Francisco] 


2 Vv. 
_ 9-14670 
Public utilities--California 


9229 
CALIFORNIA. RICE RESEARCH BOARD. Ann 
to the California rice growers. ets 
198G87. [Sacramento] 2 v. ill. 15185 


Rice--research--California 


9230 
CALIFORNIA. SAN FRANCISCO BAY 
CONSERVATION AND DEVELOPMENT 
COMMISSION. Annual report. 21st-22d; 1986-87. 
[San Francisco] 2 v. 


sn86-36005 
Harbors--California--San Francisco Bay 


9231 
CALIFORNIA. STATE BANKING DEPT. State of 
in California. [Sacramento, 


9232 
CALIFORNIA. STATE BOARD OF EQUALIZATION. 
Guidelines for the application of sales and use tax 
to the occasional sales of vehicles, vesse! 
aircraft. Sacramento, 1988.55 p. (Pamphlet no. 23 


Sales tax--California 
Use tax--California 4 
Automobile industry and _ trade--taxation-- 


‘ornia 
Boats and --taxation--California 


Aircraft ~taxation--California 


9233 
IRNIA. STATE BOARD OF RS AND LAND 


CALIFO! 
FOR PROFESSIONAL ENGINEERS AND 
SURVEYORS. Roster of professional engineers and 
3, B49, C E 19 
ento 
'83-645481 


Surveyors--directories--California 
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9234 
STATE COUNCIL ON VOCATIONAL 
ornians to work: a 
local perspective JTPA and 
coordination, prepared Dale J. Rezabek [and] 
A. Christine Saul. Seesncito) 1986. iv, 26 p. 


outh--employment--California 
education--California 


9235 
STATE DEFT. OF 


9236 
CALIFORNIA. STATE LANDS COMMISSION. 
Proposed negative declaration, project 
Pic Pier repair /extension; Project 
Ken Ambrose; project location: 
Carnelian Bay, adjacent to N. Lake *Bivd., 
Oak Creek subdivision, Placer County; 
descri reconstruction of 50-foot’ private, 
ional Sacramento [1988] ill. 
port ND456) 


impact report 


aspects--California--Lake 
Tahoe 


9237 
CALIFORNIA. STATE LANDS COMMISSION. 
negative declarati project title: 


permit; pro nent: E, 


estlake cer County; pro 
description: comianed. and 


utho buoys. S 1988 
tEavronmental impact report 


Buoys--environmental aspects--California--Lake 
Tahoe 


9238 
CALIFORNIA. STATE LIBRARY, Sacramento. 
California State language. collection: 


nonfiction, 
Other then dj folder, 


Children--books and reading--California 
State libraries--California 


9239 
CALIFORNIA. STATE LIBRARY, ew 
arrivals in orniana: main entry ol. 24; 
1986/87. Sacramento. 6 p. 


State publications--bibliography--indexes-- 
California 


9240 


census em 
Sacramento. 2 v. 

76-642316 


State officials and employees--California 
Minorities--employment--California 


9241 
CALIFORNIA. STATE PERSONNEL 3 
inistr Annual 
census ae joyees 4 action 
for the overnor an e Legislature. 
1987/88. Sacramento. ey . ill. 


Report ends Jun 
“5089-18293 


State officials and employees--California 
Minorities--employment--California 


CALIFORNIA. UNIVERSITY OF CALIFORNIA. 
a energy 
ow in g jand] C. K. Briggs. 


1 p. 
Availab from the National Technical 
Information Service, 5285 Port Royal 


Springfield, VA 22161. ss 


Energy consumption--statistics--California 
Power resources--statistics--California 


~ volumes 


Periodicals--indexes 
Asian Americans--addresses, essays, lectures-- 
indexes 


9245 
CALIFORNIA. UNIVERSITY OF 
Catherine 
by 
Sease. Angeles 1988] 169 p. 


Archaeology--field 
Antiquities--collection and preservation 


manu 


9246 
CALBORIGA. UNIVERSITY OF CALIFORNIA, Los 
‘ of py. Excavations at 
itagror: 


edited. Colin Reatrew, Marija 
Los Ange! 


and S. Elster. 
xxiii, 510 p.+ ill. archaeologica v. 


766 
CALIFORNIA. UNIVERSITY OF CALIFOR 1 
Berkele jannini Foundation Agricultur: 

Zconomics. Giannini reporter. Vols. 8-9; 1985/86 
x 986/87. [Berkeley] 2 v. annual. 

a5 sn82-20410 
Agriculture--economic aspects 
Amerasia 
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9247 


of in six 
Asian libraries of western “North America: 
University of British of 
ye Berkeley; University California, Los 
r of ‘Hawai Hoover | Institution, 
niversity; niversity ashingto’ 
Mihoko Miki. Printed and distributed 
Pike estern Japanese Library 
[Los 1988. 476 p. 
ibliographic series no. 


Japanese periodicals--bibli --union lists 
nion--West ography 
Catalogs, Union--Canada--British Columbia 


i ny and 
os in th-century a the evidence of 
e Ripoli Press, b M. A. Rouse and R. H. Rouse. 

Los ‘= 1 127 p.+ ill. (Occasional 


89-621203 
Tipmiastion of books and manuscripts, Italian 
Printing--history--Italy 


Jeremy. [San 
1988] 210 p. ill. 

Available. from: Sutter Publications, Distribution 
Comer, P.O. Box 7690, San Francisco, CA 94120- 


89-621204 
ee re --California 
Teenage parents--California 


ancisco, 


COLORADO 


pe documents which are on_ microfiche 

may purchased from the State Publications 

Distribution Center, 201 East 

.Denver, CO 80203. Prepayment is 
deposit accounts received. 


9250 

COLORADO. COLORADO STATE UNIVERSITY, 

French 17: an annual descriptive 
ibliography of French seventeenth century 
studies. No. 36; 1988. J.D. Vedvik, editor. 
Published for Seventeenth Century French 
Division _of Modern, Association of 
America. Fort Collins. a 
Available from: Pro Vedvik, Dept. of 


Font Lan Colorado State University, 
79-644 


French | literature--seventeenth century--history 
and criticism--bibliography 


COLORADO. ae RESEARCH SECTION. 
Water pollution —. ederal aid study F-33-R; 
Federal aid in fish wildlife restoration, by 
Patrick H. Davies. [Fort Ciifins 1989. 6 p. 


Water--pollution--Colorado 
Fisheries--Colorado 


COLORADO. FISH[ERIES] RESEARCH SECTION. 
Water pollution Federal aid study F-33-R; 
ederal aid > ildlife restoration, 
agrees repo ish and 
by trick H. TDatics. [Fort Collins, 1989] 6 p. 


Water--pollution--Colorado 
Fisheries--Colorado 


9253 
COLORADO. LEGISLATIVE COUNCIL. Update of 
locations and for major 
executive, legislative, 
Coiorado State government. $388, 4I p. 


Administrative agencies--directories--Colorado 
Telephone--directories--Colorado 


9254 
CONNECTICUT. ADVISORY COMMISSION ON 
INTERGOVERNMENTAL RELATIONS. Independent 
ial taxing in Connecticut. ord] 
. various pagings. 
89-621261 
taxation--Connecticut 
pecial districts--Connecticut 
fiscal relations--Connecticut 


9255 
CONNECTICUT. APPELLATE COURT. Connecticut 
— reports: proceedings in the Appellate 
urt of the State of Connecticut. Vol. 9; Sept. 
1986/Feb. 1987. By Emily J. Lebovitz. [Hartford, 
Sees of State xiv, 885 p. 
On t.p.: Offici 


86-645061 
Law reports, digests, etc.--Connecticut 


9256 
AUDITORS OF PUBLIC 
ACCOUNTS. rt_ on Board of Trustees for 
State Technics Colleges, Waterbury State 
Technical College, State Funds, Student ha 
all Institutional General Welfare Funds for 
years ended June 30, 1985, 1986, and 1987 
1988] 29 + p. 4 


Auditing--Connecticut 
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9257 
CONNECTICUT. AUDITORS OF PUBLIC 
Board Kes So for the 
State 


Auditing--C 


9258 
CONNECTICUT. AUDITORS OF PUBLIC 
ACC tuck Valle 


the 
1988. [Hartford, 


9259 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCO on Connecticut Pan 
Authority 


Loan 
fiscal years , 1986 we 1987, 
(Hartford, 1989] 12 


Avditiee-C 


9260 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCO Report on Product 
Development Co 15351 
+ p. 


9261 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on Department of 
ems 
ended June 30, 1986, 1987, and 1988. 
1988] 16 + p. 


9262 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on Department of 
Office of the 


586 ancl 1087, (Hartford, 1088) 
Auditing--Connecticut 


9263 
AUDITORS PUBLIC 
ACCOUNTS. Report on De of Children 
and Youth Se: Long “School for the 
fiscal years end June 30, 1986 and 1987. 
(Hartford, 15 1988] 22 + p. 


Auditing--Connecticut 


9264 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on ro — of 
Environmental Protection = the 1588) 
June 30, 1986 and 
P- 


Auditing--Connecticut 


9265 
CONNECTICUT. AUDITORS OF PUBLIC 
Report on Insurance for 
1 and 1987. 


nded June 30, 
(Hartford, 1988}19 po 
Auditing--Connecticut 


9266 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on Police 
Council for the fiscal ded June 30 
and 1987. [Hartford, 1989] 32 p. 


Auditing--Connecticut 


9267 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on Office of Protection and 
Advocacy for Handicapped and aa 
Disabl Persons os the end 
30, 1985, 1986, and 1987. (Hartford, 1988] 
p. 


Auditing--Connecticut 


9268 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCO Report on State Board of Education, 
Norwich Regional Vocational-Technical School, 
State, Funds and Student Activity Fund for the 
ie oy June 30, 1987 and 1988. 
1989] 11 


9269 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCO Report on State Board of Educatio 
Oliver Wolcott Regional Vocational-Techni 
School, Student a Fund and State Funds 
for the fiscal = June 30, 1986, 1987, 
and 1988. (Hartford, 19: 1989] 12 p 


Auditing--Connecticut 


9270 
CONNECTICUT. AUDITORS oe 
ACCOUNTS. Report on State Board 
Warren F. Kaynor Regional ional 
School, Student’ Activity Fund and State Funds 
for the fiscal en June 30, 1987 and 1988. 


(Hartford, 1989] 12 p. 
Auditing--Connecticut 


9271 
ole State of Trustees 
for oR Regi mmuni Colleges, 
Connecticut came” College for fiscal 
ended brs 30, 1986, 1987, a 1988. 
ff Hartfor d, 1989] 27 + p. 


Auditing--Connecticut 


768 
i 
egion er ucation nter 
16 p. 
Auditing--Connecticut - | 
| 

re | 
] 
cut 
| 
4 
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9272 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on State Comptroller- 
Retirement Division, Connecticut unicipal 
Employees’ Retirement as Social Security 
— artford] 39 
Report year ends June 30. 


Auditing--Connecticut 


9273 
CONNECT i AUDITORS OF PUBLIC 
ACCOUNTS. Report on State Comptroller, State 
Payroll Deduction Funds. 1986/87. 
ford] 30 p. 
Report year ends June 30. 


85-641045 
Auditing--Connecticut 


9274 

CONNECTICUT. AUDITORS OF PUBLIC 

ACCOUNTS. Report on Court 

geographical area 4 at the fiscal 

June 30, 1986 and (Hartford, 
9 p. 


Auditing--Connecticut 


9275 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. on Superior Court 
geographical area 9 Middletown for the fiscal 
ears 30, 1986, 1987, and 1988. 
Hartford, 1989] 9 p. 


Auditing--Connecticut 


9276 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on forth 
geograp hical area 15 at New Be or 
vended June 30, 1985. 
Hartford, 1 989] 14 p. 


Auditing--Connecticut 


9271 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on the University of 
at Graduate Student uncil 
Fund for fiscal year ended June 30, 
artford, 1989] p. 


9278 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on_ the University of 
paar for fiscal year ended June 30, 
1987. [Hartford, 7989) 1 12 p. 


Auditine--C 
9279 

CONNECTICUT. AUDITORS OF PUBLIC 


P. 


Auditing--Connecticut 


9280 
ACCOUNTS. Rep AUDITORS OF 
Auditing--Connecticut 


9281 


to the Gener bly o he ty 
of expanding the use of demolition materials in 
undertaken by the _ Department of 
ransportation, required by Public act 88-231. 
[Wethersfield] 1988. various pagings. ill. 


Road construction--Connecticut _ 
Recycling (Waste, etc.)--Connecticut 


9282 
CONNECTICUT. COMMISSION ON OFFICIAL 
LEGAL brennan State of Connecticut 
judicial directo reme Court, Appellate Court, 
uperior Court. ill. 


Courts--directories--Connecticut 
Judges--directories--Connecticut 


9283 
CONNECTICUT. CONNECTICUT HAZARDOUS 
WASTE MANAGEMENT SERVICE. Connecticut 
hazardous waste generation and management: a 
status report (pursuant to Connecticut General 
Statutes, Chapter 445a, Fn 22a-134cc). 


[Hartford] 1988. various 
dj 
Hazardous wastes--Connecticut 


9284 
CONNECTICUT. CONNECTICUT HAZARDOUS 
WASTE MANAGEMENT SERVICE. Response to 
comments on "draft" Connecticut hazardous waste 


management: a_ status report. 
artfor 8 p. 


Hazardous wastes--Connecticut 


9285 
CONNECTICUT. CONNECTICUT STATE 
UNIVERSITY [S 


Connecticut State University fact 
; 1986. [n. p.] 33 p. ill. annual. 


State universities and  colleges--statistics-- 
cut 


9286 
CONNECTICUT. DEPT. OF AGRICULTURE. Holida 
gift guide, Connecticut grown. [Hartford, 1988). 
er. 


Agriculture--Connecticut 


9287 
CONNECTICUT. DEPT. OF CHILDREN AND 
YOUTH SERVICES. Annual report on the diversion 
of children under the age of sixteen. 1987/88. 
[Hartford] 6 1. 


_ 85-645277 
Juvenile justice, Administration of--Connecticut 
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9288 
CONNECTICUT. DEPT. OF CONSUMER 
PROTECTION. Certifi 


organic: 
what it means to you. ord, n. d. 2] p. 


Organic farming--Connecticut 


9289 
CONNECTICUT. DEPT. OF HEALTH SERVICES. 
Estimated Se ee in Connecticut. July 1, 1988. 


(Hartford. 
76-642517 
Population--statistics--Connecticut 


9290 
CONNECTICUT, DEPT. OF HIGHER EDUCATION. 
Opportunities for dislocated workers: a_ State 
to training, and jobs. Hartford 


n. di, 58 p. 
9291 
DEPT. OF INCOME 


CONNECTICUT. 
MAINTENANCE. The annual report to the General 


Assembly on the job connection. 1987/88. 
[Hartfor . ill. 


Re ends i 

challenge of self-sufficiency. 
Public welfare--Connecticut 
Welfare recipients--employment--Connecticut 


9292 
. DEPT. OF MOTOR VEHI 
Manual para nuevos conductores de vehiculos 
Connecticut. 


motor en ev. Wethersfield, 1 


Automobile driving--handboo manua etc.-- 
A riving ks, Is, 


9293 
DEPT. OF TRANSPORTATION. 
Connecticut master transportation 


Prepared in cooperation wi 
ii, 64, A 


ann 
72-193176 
Transportation--planning--Connecticut 


Design hearing for the 
the 5 95 interchan [held].. }..[at] 
Wethersfield Connecticut. [on]... September 4, 
1988. [Wetherstield, 1988] 69 1. ill. 


Highwa lanning--citizen articipation-- 


9295 
CONNECTICUT. 
public hearing for wide: nn. 
174 held] ar oa, CT 

r 


1988] 40, 93 L+ ill. 


Highwa lanning--citizen articipation-- 


9296 
CONNECTICUT. DEPT. OF TRANSPORTATION. 
A proud tradition 
s 5S - J 1988: 
prepared [in cooperation with 
Office ommunications, 
Transportation. [2d ed. a xii, 47 p. 


rtation--histo 
Local history--Conn 


CONNECTICUT. DEVELOPMENTAL DISABILITIES 
wen Annual report. 1985-88. [Hartford] 4 v. 


Developmentally disabled--Connecticut 


9298 


fiscal 
Daniel Schnobrich Toad 
others. 1588, 183 p. ill. 


Revenue--Connecticut 
Taxation--Connecticut 
Economic history--Connecticut 


9299 
CONNECTICUT. GOVERNOR. Governor’s 
interagency plan on youth substance abuse 
rT and intervention. [Hartford] 1988. 


89-621265 


Substance abuse--Connecticut 
Youth--alcohol use--Connecticut 
use--Connecticut 
Alcoholism--prevention--Connecticut 


9300 
CONNECTICUT. om. DEPT. Biennial report. 
1986/88 127 p. ill 


Administrative agencies--rules and _practice-- 
Connecticut 


9302 
CONNECTICUT. OFFICE OF POLICY AND 

_ Fiscal indicators for onnecticut 
munic 1983-1987. [Hartford] 1988. 190 p. 


89-621266 
Municipal 


9303 
CUT. OFFICE OF THE STATE 
COMPTROLLER. Condensed annual report. 17th; 
1987/88. [Hartford] unpaged. ill. 


Finance, Public--Connecticut 


770 
| 

| 
| 
: 
| 
| 
ES. 
| 
urts--Connecticu | 
ignway 
18 p. 9301 
4 CONNECTICUT. LABOR DEPT. an 
[Administrative ons 
ethershielc . sheet 
3 Caption title. 
9294 
Wages--Connecticut 
| 
4 
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9304 
CONNECTICUT. PRISON AND JAIL 
COMMISSION. d j 


28,3 
‘ature. or 
7859-021 7 


9305 
CONNECTICUT. STATE DEPT. OF EDUCATION. 
Statement of activities, State Board of ee 
State Department of Education. 1987/88 
[Hartf _ iii, 50 p. annual. 

86-642686 
Educa’ 


tion--Connecticut 
State Sa of education--Connecticut 


9306 
nga si0n. 


CUT. UNIVERSITY OF CONNECTICUT, 
fom The confratute times. Vol. 11, no. 1; 1989. 
torrs] 8 p. ill. annual. 


Gifted children--education 
Talented students 


9308 


9309 
CONNECTICUT. UNIVERSITY OF CONNECTI 


CUT, 
Grand lists & 
mnecticut towns and cities. 
1987/88. [Storrs] folder. 


Property tax--Connecticut 


9310 
DELAWARE. AGRICULTURAL EXPERIMENT 
consumer food 
k consumer preferences 
‘retail fresh meat package 
preferences, produce package preferences, 
purchase activities, generic product 
preferences, preferences for locally produced 
roducts, by J. Richard Ulrich C. 
and] RDean hippy. {Newark] 1988. 

57 p 


Consumers--attitudes--Delaware 
Grocery trade--Delaware 


9311 
DELAWARE. AGRICULTURAL 
STATION Dela ain  sorgh 
variety per ormance Bob 


9312 
DELAWARE. GEOLOGICAL SURVEY. Clay and 
clay-size mineral composition of the Cretaceous- 
Tertiary ie. test well Je32-04, central 
Delaware em Spoljaric. Newark, 1 
iv, 28 p. ill. (Butlers no. 


Clay minerals--Delaware 


9313 

a GEOLOGICAL SURVEY. Ground-water 
Delaware, January 1978 1 

(Report of f investigations 

Water, Underground--Delaware 


9314 
rain 
production marketing. 
Richard W. Taylor, ite [Newark] 1988. 87 p. 


sorghum: a manu 


ill. (Extension bulletin # 
Issued in cooperation with the Dept. of 


Agriculture. 
Sorghum--Delaware 


9315 
DELAWARE, beg oF DELAW. 


folder. ill” 


English language--study and _ teaching--forei 
Newark 


DISTRICT OF COLUMBIA 


9316 
DISTRICT OF COLUMBIA. UNIVERSITY OF THE 
DISTRICT OF 


Pai in the social sciences. 
of Columbia OS p. ill. annual. 


Social sciences--addresses, essays, lectures 
FLORIDA 


9317 
FLORIDA. BUREAU OF MARINE RESEARCH. 
Assessment fisheries habitat: 
. Durako, Michael 
D., Haddad. St 
(Honda marine research no. 


Fisheries--Florida 


771 
== 1 
instruction. / de to program development for 
dergarten. PE 2. (Hartford) c1988. 112 p. 
89-620021 
Kindergarten 
Education, Preschool 
report. 
Materials--Connecticut 
985-86. [Dis 
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FLORIDA. BUREAU OF CH. 


attractants in a 
WwW. H. Hunt, 
Py S. Kennedy, Jr. St Tetersbarg, 1988. 15 p. 


marine a lications no. 44) 
Spiny lobsters--Florida 
Lobster fisheries--Florida 


9319 
FLORIDA. BUREAU OF MARINE RESEAR 
Corals and other ‘ominent benthic cnidaria_ of 
Looe Key National Marine Sanctuary, Florida 


Jennifer L. Wheaton and Walter C. Jaap. 
Petersburg, 1988. 25 ill. (Florida marine 
research tions no. 43 

Coral reefs and islands--Florida 


9320 
FLORIDA. DEPT. OF CITRUS. 
Dem World ice outloo 

esented to Florida 
Market and Economic Research 
[Gainesville] 1989. 24 p. (working 


Committee. 


paper series) 


9321 


etention 


aily prisoner 
data; annual "report. 986-87. 
Jails--Florida 
Prisoners--statistics--Florida 
9322 
ee. DEPT. OF EDUCATION. Educational 
survey, ow schools, July 


O88. [Tallahassee, 19887] xiv, 296 p. 
Educational surveys--Florida--Hillsborough County 


9323 
Praltahseace County schools, October, 1988. 
allahassee’ 19889) ix, 163 p. 


Educational surveys--Florida--Lee County 


9324 
FLORIDA. oust, OF EDUCATION. Educational 
= survey, aloosa County schools, November, 
19887] viii, 155 p. 


Educational surveys--Florida--Okaloosa County 


9325 
FLORIDA. DEPT. OF ENVIRONMENTAL 
REGULATION. use, and trends 
in Florida, 1985 Richard L. Marella. Prepared 
in cooperation U.S. Geological Survey [and 
other State and regional 


1988. iv, 43 p.. ill, urvey. Water- 
resources se report 88-4103 
by ase = 


n-Fi 
CO 80225. 


Water use--Florida 


9326 
FLORIDA. DEPT. OF ENVIRONMENTAL 
REGULATION. B 


uality or the State of Florida 
Water a in accordance with the 
act, Section 305(B). [Tallahassee] 1 


Cover title of vol. 2: 1988 _— water aii 


Water quality--Florida 


9327 
FLORIDA. ETC. Florida be 
and rules for public foodse 
ion, Division auran’ 


Issued _in - ration with the Hospitality 
rida State University. 


EP no. 
89-621286 
Restaurants, lunch rooms, etc.--law and 
lation--Florida 


Lodging-houses--law and legislation--Florida 


FLORIDA. LA STA ETC. 
Malcolm B. Wisenheart. Rev. Tallahassee] De 
Business Division of Hotels and 
Restaurants [1 

Cover title: Florida. tenant. law: a Florida 
Hospitality Education Program seminar. 

Issued _in ration with the Hospitality 
rida State University. 

no. 


89-621287 
Landlord and tenant--law and legislation--Florida 


9329 
LEGISLATURE. 


1988. various ngs. 
Medicaid--Florida 


9318 
= 
| 
i | 
| 

Oitice of thi 

ment Dewer 
| 
a 
4 

] 
| 
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9330 
FLORIDA. LEGISLATURE. House of 
i uide to 
orida government: executive, legislative, 


congressional (includes Capitol _ press). 
Jan. 1989. [Tallahassee] 124 p. annual. 
Indexed by agencies and individuals. 
.19-644535 
State governments--Florida 
dministrative agencies--directories--Florida 


9331 
Agriculture. A review of the Antifreeze act o' 


, created in the Department of Agriculture 
and Consumer Services by Sections 501.91- 
501.923, Florida statut repared pursuant to the 
Sunset act. [Tallahassee] 1988. ii, 18, 4 p. 

89-621239 
Anti-freeze solutions--Florida 
Sunset reviews of government programs--Florida 


9332 

Agriculture. review of th 
review of the Florida treated fence 
post act, created in the Department of Agriculture 
and Consumer Services by Section 501.90, Florida 
statutes, prepared ar to the Sunset act. 

[Tallahassee] 1988. ii, 9p 


89-621240 
Wood poles--Florida 
Fences--Florida 
Sunset reviews of government programs--Fiorida 


9333 
FLORIDA. LEGISLATURE. i 
R review 
District Adviso' councils and _ the District 
Advisory Council Statewide Coordinatin 
Committee in the Department of Health an 
Rehabilitative Services, = ared pursuant to the 
Sundown act. es . ii, 41 p. ill. 
-621241 
Public health advisory groups--Florida > 
Sunset reviews of government programs--Florida 


9334 

FLORIDA. LEGISLATURE. 
R review 

Program Ice ry Councils in the 
Department of Health and Rehabilitative Services, 


to the Sundown act. 
fr ahassee] 1988. ii, 54 ‘. 
21242 
Public health advisory groups--Florida , 
Sunset reviews of government programs--Florida 


9335 
FLORIDA. LEGISLATURE. 


e Statewide uman 


review 
ts Advocacy Committee 
and the District Human Rights Advocacy 
Committees, prepared. to the Sundown 
act. [Tallahassee] . ti, 132 F; ill. 

89-621243 
Executive advisory bodies--Florida 
Civil rights--Flori 
Sunset reviews of government programs--Florida 


9336 
FLORIDA. LEGISLATURE. Segal. —Commiltcg. 
A review of the ry Council for 


niform Interpretation of the State 
code, prepared pursuant to the Sundown act. 
[Tallahassee] 1989. i, 23 p. 

‘ 89-621244 
Executive advisory bodies--Florida 
Plumbing--Florida 
Sunset reviews of government programs--Florida 


9337 

FLORIDA. LEGISLATURE. i 

H A_ review of the Cardiac A ry 
ouncil, the Diabetes Advisory Council, the 
Florida Cancer Control. and Research ry 
Board, the Infant Screening Advisory Council, an 
the Perinatal Adviso Council in the Department 
of Health and Rehabilitative Services, prepared 
pursuant to the Sundown act. [Tallahassee] 1989. 


1, 113 p. 

89-621245 
Public health advisory groups--Florida : 
Sunset reviews of government programs--Florida 


FLO 

Proiess: 
review napter 490, orida statutes, 
psychological services. [Tallahassee] 1989. various 


sychologists--Flori 

School psychologists--Florida ‘ 
Sunset reviews of government programs--Florida 


9339 
FLORIDA. LEGISLATURE. n r 
rvation review 
the Florida Public urvey Advisory Board 
repared pursuant to the Sundown act). 
allahassee] 1988. i, 14 1. 
89-621247 


Surveying--Florida. 
Executive advisory bodies--Florida 
Sunset reviews of government programs--Florida 


9340 
FLORIDA. LEGISLATURE, _ Natural 
review 


of the Interagency Advisory Committee for 
Wilderness Areas (prepared to the 
Sundown act). 1 1. ill. 

-621 


Wilderness areas--Florida 
Executive advisory bodies--Florida 
Sunset reviews of government programs--Florida 


9341 
FLORIDA. LEGISLATURE. 


Outdoor recreation--Florida 
Executive bodies--Florida 
Sunset reviews of government programs--Florida 


773 

ommii On 

mittce. review 

of the Outdoor Recreation Advisory Committee. 

[Tallahassee] 1988. i, 16 1. 

89-621249 
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9342 
FLORIDA. LEGISLATURE. 


aterfov ommittee 
pursuant to the Sundown act). [Tallahassee] 1988. 


89-621250 
bodies--Florida 
reviews government programs--Florida 


9343 
FLORIDA. OFFICE OF THE AUDITOR GENERAL. 
Report on audit “¢ neral Por the 
statements of the 
year ended June a 
v, 71 p. 
On cover: Report no. 11171. 
89-621251 


Auditing--Florida 
Finance, Public--Florida 


FLORIDA. PAROLE AND PROBATION 
report. 48th; 1987/88. 


FLORIDA. STATE i As 
of the biol of the 
r in Alabama iby} 


vil) Bullen of 


N. Stuart 
the iologi sciences, 


+) 
$2.7. 


sn79-8386 
Ki idac--Alak 


9346 
FLORIDA. STATE MUSEUM, Gainesville. A 
contribution to the systematics of the reptilian 
malaria 
Rountree 


(Bull Biological 
sciences, no. 


sn79-8386 


9348 
FLORIDA. STATE, MUSEUM, Giinesville, 
of the bobcat in _south-centra 
Do A. Wassmer, Guenther, and James 


<i, the" 1988. 160-228 p. _ ill. 
State Museum. Biological 


sn79-8386 


9349 
FLORIDA. STATE MUSEUM, i The 
hollow-ribbed land = snails the enus 

m of the southwestern United States 
an €xICO [by]. Fred G. Thompson. 
1988. 88-111 p. (Bulletin _ of orida State 
Biological sciences, v. 33, no. 


Snails--United States 
Snails--Mexico 


sn79-8386 


9350 

FLORIDA. STATE MUSEUM, Gainesville. 

ee strategies of sympatric water 
in northern peninsular Florida [by] 

Da e R. Jackson. 1988. 115-158 Pp. will. 

(Bulletin of the Florida State Museum. Biological 

33, no. 


sn 79-8386 
Emydidae--Florida 


9351 
FLORIDA. STATE MUSEUM, 
status and ecology of the American 

ulletin of 
Museum, Biological soences 33, no. 


ta 
. [4] p. mic ye no. 2) 


9353 
FLORIDA. UNIVERSITY OF FLORIDA, 
of househo an 
in Florida: April 
by Sia 7 and Scott Gainesville 
4 aime 2 bulletin no. 
22, number 1. 


H 


| 
774 

: | 
Senate. Natural 
. Lay 
(Bulletin 

sciences, V 

Irre 
$3.10. 
Bobcat--Florida 

Parole--Florida 

| 

$2.00. 
crocodile in 
| 
Florida State 
| 

“4 | 
9352 
e FLORIDA. UNIVERSITY OF FLORIDA, Gai | 

0 ts counts | 

$1.75. 198 [Gainesville] 

Reptiles--diseases Population--statistics--Florida 
9347 | 

FLORIDA. STATE MUSEUM Gyinesville. 
rmohi i and Hipparion ammalia | 
from te Neogene of 
ard C. Hulbert, Jr. 
+4 1988. 338 p. ill. (Bulletin of the State / 
ae Museum. Biological sciences, v. 33, no. 5) +i 
$3. 
sn79-8386 
Equidae--Florida usenholds--statistics--Florida 
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9354 


in cooperation with the Association for 
University Business and | 


Harbors--economic aspects--Florida--Tampa 
Economic history--Florida--Tampa 


9355 
GEORGIA. DEPT. OF AUDITS. Performance a 
Department of Human_ Resources, Division 
Mental Health, Mental Retardation, and Substance 
Abuse, community- substance abuse programs, 
January, 1989. [Atlanta, eS = 41 p. ill. 


Auditing--Georgia 


9356 
GEORGIA. DEPT. OF AUDITS. Report of the State 
— of Georgia. 1987/88. [Atlanta] 2 v. annual. 
rt year ends June 30. 

Vol. 2 ‘has a distinctive title: Per diem and fees 
supplement, State agencies, units of the 
University System of Georgia and various 
authorities, and commissions. 

_ 39-28614 
Finance, Public--Georgia 


9357 
GEORGIA. DEPT. OF AUDITS. Report of the State 
auditor of Georgia. Vol. 2. Personal services and 
supplement, units of the 
=. eorgia. 1987/88. [Atlanta] 573 


ends June 30. 
port 81-649644 
Finance, Public--Georgia 


9358 
GEORGIA. DEPT. OF AUDITS. Report of the State 
auditor of Georgia. Vol. 3. Personal services, 
travel expense, and reimbursed 
| State agencies. 1987/88. tlantaj 


RG ends June 30. 
port year une a1 
Finance, Public--Georgia 


9359 
GEORGIA. DEPT. OF MEDICAL ASSISTANCE. 
report. [Atlanta] 36 p. ill. 


Re ends 
35-641970 


Prepared in 
Aduainistration, 
sheets 63 x 73 cm. and 
Each map covers a different county. 


Road maps--Georgia 


9361 
GEORGIA. ENVIRONMENTAL PROTECTION 
DIVISION. Low-flow of upper Oconee 
River and tributaries in 
E. H. Hopkins, and H. y 
cooperation with the 4 
Doraville, 1988. iv, 136 p. ill. (U. Geological 
Server. Water resources report 


Federal 


Comer, Building 810, x 25425, Denver, 
80225. 


Stream measurements--statistics--Georgia 


9362 
GEORGIA. ENVIRONMENTAL PROTECTION 
DIVISION. Low-flow — of the upper 
Savannah and utaries 


y, Books. 
Center, Building 810, Box 25425, Denver, CO 
80225. 


Stream measurements--statistics--Georgia 


9363 

GEORGIA. GENERAL ASSEMBLY. Members of the 
General Assembly of Georgia, Senate and House of 
Representatives, first session of 1989-90 term. 
Atlanta, 1989. 121 p. ill. 

Available com ‘Senate Public Information Office 
and House Public Information Office, State 
Capitol, Atlanta, GA 30334. 


Lesial 


9364 
GEORGIA. GEORGIA SOUTHERN COLLEGE, 
1986-87. Pam Conway, 
tatesboro] 2 v. 
986 ed. editor: helley Frampton. 


Literature 
Art: 


775 
9360 
GEORGIA. DEPT. OF TRANSPORTATION. Divisig 
Planning ng Programmin Plannin at: 
economic impact of the Port o rvices. Genera “highway corgia. 
ampa, by Joseph S$. DeSalvo and Debra L. Fuller. Federal Highway 
[Tampa, 1988] x00, 380 p. ill. (CEMR_ research 1989. maps on 
report 8801 
GEORGIA 
H. A. Prepared in cooperation with the 
US. i ox Survey. Doraville, 1988. iv, 169 p. 
ill. (U. S. Geological Survey. Water resources 
report 88-4047) 
Available from: _U.S. 
| 
9646 
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9365 

GEORGIA. UNIVERSITY OF GEORGIA, Athens 

TR. Margy. erases 


sf84-7171 


grass 
Sead Johnson and 
ill. (Research 


Crabgrass--control 


9366 
GEORGIA. UNIVERSITY OF GEORGIA, Athens. 
Neg I rimeni tio’ 
pacing, tre system, ge 
nee on the ield 
| 


sf84-7171 


fertilizer rate, Sper 


campus 
tr, Jack E. and F. Wendell 
[Athens] 1988. 10 p. ill | Come report 555) 


College 


9368 
GEORGIA. OF GEORGIA, A 
ormance 


67-7558 
Weeds--control 


9369 
GEORGIA. OF GEORGIA, Athens. 
ning plant — ture 
Simonton and Chi iby 1988. p- 
ill. (Research bulletin 376) 


sf84-7171 
Plant tissue culture 


9370 
GEORGIA. a OF GEORGIA, 
to 


shllers Ebene 


67-7558 


accumulato 
59) ers 
Research report 5 


gia economic 
[Athens] 2v. ill. 


9372 
Veterinary. OF Medicine| Southers 


study. 
3 col. maps on 3 sheets 59 x x 89 cm. 
Issued in cooperation with the USS. in 7 
Commerce, Bureau of the Census. 
Contents.--no. 1. White-tailed deer 
no. 2. _Mule/black-tailed deer populations.--no. 
Feral/wild swine populations. 


Wildlife diseases--maps--United States 


9373 
GEORGIA. UNIVERSITY OF —— 
ohnny Dan Gay. Rev. Athens, °1988} folder. 
Leaflet 67) 
t pathology fact sheet; Pathology 1. 
Muskmelon--diseases and pests--control 


9374 
= GEORGIA, 


Chemical 
cma Johnson Ill. Rev. 
Athens, 1989} 1 i. p. (Bulletin 930) 

Agronomy 3 - corn. 


Corn--weed control 


9375 
UNIVERSITY OF GEORGIA, 
ion rvi Chemical 
teven M. Brown. Rev. 
Athens, 1988] 10 etin 826) 
Agronomy 3 - cotton. 


Cotton--weed control 


9376 
GEORGIA. UNIVERSITY werd GEORGIA, 

ion 
contro! grain sorghum Carroll Johnson 
Ill. Rev. 1989] 934) 

Agronomy 3 - grain sofghum 


Sorghum--weed control 


9377 
UNIVERSITY OF GEORG 


Rev. Ai 
Bullet 
-5. 


Poultry--parasites 
Flee control 


9378 
GEORGIA. UNIVERSITY OF GEORGIA, 
rati E len ion in 


containers and Jeff Lewis. Rev. 
—? 1 1 p. ‘iL il (Circular 787) 


Container gardening 


776 

n ar 1, an 

17 p. ill. (Rese: q 

GEORGIA. UNIVERSITY OF GEORGIA, Athens. 
£4 

4 GEORGIA. UNIVERSITY OF GEORGIA, Athens 
olleg of Business 
2a outlook. 3d, 5th; 1986 988. 
annual. 
Economic conditions--Georgia 
Industries--Georgia 


Monthly Checklist of State Publications Vol. 80, no. 6 


9379 
GEORGIA. UNIVERSITY OF GEORGIA, 
Herbicide use in 
orestry er and Fitzroy Bullock. 
Athens, 1988] 19 p. ill. (Bulletin 1004) 
Forest resource-2. 


Forests and for 
Herbicides 


9380 
GEORGIA. UNIVERSITY OF GEORGIA, 
Lawns in Georgia 
y Gilbert , Jr. Rev. Athens, 1988] 23 p. 
. (Bulletin 773) 
Agronomy - turf. 


Lawns--Georgia 


9381 

GEORGIA. UNIVERSITY OF GEORGIA, 

Okra, prepar 
aul Co arbie Granberry, and Charles 
Vavrina. ev. Athens, 1988. 3] p._ ill. 
(Circular 6 : 
Horticulture 3. - okra; Commercial vegetable 
production. 


Okra 


9382 
GEORGIA. UNIVERSITY OF GEORGIA, 
Onion diseases an 


their contro O an Gay. Athe 1988 
folder. ill. (Leaflet 408) 


t 
Pathology 1; Plant itiitess fact sheet. 
Onions--diseases and pests--control 


9383 
GEORGIA. UNIVERSITY OF GEORGIA, Athens. 
rati nsion rvi Persimmons, 


. W. Krewer, and D. L. 
orton, [Rev. Athens, 1988. 2] p. 
Horticulture-2; Home garden. 


Persimmon 


9384 
GEORGIA. UNIVERSITY OF GEORGIA, 

Stem _ anthracnose 
of lima be ohnny Dan Gay. Rev. Athens, 
1988. 3} p. ill. ( let 44 
Plant pathology 1; Plant pathology fact sheet. 


Lima bean--diseases and pests 


9385 
GEORGIA. UNIVERSITY OF GEORG 
rati nsi i 
ay. Rev. Athens, 1988. 


pathology 1 - melons; Plant pathology 


4] p. ill. ( 
Plant 
fact sheet. 
Watermelons 


ohnn 
et 61). 


9386 
GEORGIA. UNIVERSITY SYSTEM OF GEORGIA. 
r Annual report. 1987/88. 
Report ends June 20 
e ends June 30. 
85-645919 
State universities and colleges--Georgia 


9387 
HAWAII. DEPT. OF TAXATION. Digest of tax 
measures enacted by the...State Legislature. 1988 
regular session. [Honolulu] iii, 8 p. 


Taxation, State--Hawaii 


9388 
HAWAII. [DIVISION OF ANIMAL INDUSTRY] 
Supplement list to the Hawaii brand book, 
January 1, 1 - December 31, 1988. [Honolulu, 
1988? 1] 1. ill. 


Cattle brands--Hawaii 


9389 
HAWAII LA STATUTES, ETC. Chapter 465, 
Hawaii statutes, [Honolulu 
Dept. of Commerce and Consumer Affairs [1989 


8 p. 
Bn cover: Unofficial. 
50 cents. 


Psychologists--legal status, laws, etc.--Hawaii 


HAWAII. LAWS, STATUTES, ETC. Chapter 468K, 
Hawaii revised statutes, travel agencies. 
of Commerce and umer 
On cover: ndfficial. 
50 cents. 


Travel agents--legal status, laws, etc.--Hawaii 


9391 
HAWAII. LA STATUTES, ETC. The Hawaii 
State plan, Chater 226, Hawaii revised | statut 

1988. [Honolulu] State Plan Policy Council [n. d. 


16 p. 
Cover title: The Hawaii State plan, 1988. 


Economic policy--law and legislation--Hawaii 
Social policy--law and legislation--Hawaii 


9392 
HAWAII. LEGISLATIVE REFERENCE BUREAU. 
Access to property insurance in areas susceptible 
[by] J. Loo. Honolulu, 
. IV, . (Re no. 


Insurance, Property--Hawaii 
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9393 
HAWAII LEGISLATIVE REFERENCE BUREAU. 
Feasibility of establishing a State veterans facili 
for veterans as a distinct grou the _ elder 
ee Peter G. 1988) Honolulu, 1 vii, 153 p. 


no. 11, 1988 
Vet H 
erans--Hawaii 
Veterans--medical care--Hawaii 


9394 
HAWAIL LEGISLATIVE REFERENCE BUREAU. 
Guide to government in Hawaii. 9th ed.; 1989. 
Marumoto. Honolulu. v, 194 p. ill. 


74-6444932 
Administrative agencies--directories--Hawaii 


9395 
HAWAIL LEGISLATIVE REFERENCE BUREAU. 
Intrafamily child sexual abuse: exploring 
sente: alternatives to incarceration John 
Honolulu, 1989. iv, 75 p. (Report 


89-621270 


lawaii 
Sentences Hawai 


sessions. [Honolulu i 
Cover Howes ouse journal. 


54-18875 
Legislature journals--Hawaii 


HAWAIL LEGISLATURE. Journal. 14th 
Legislature; special sessions. 
[Honolulu] ison is 15 p. 


s4-18874 
Legislature journals--Hawaii 


9398 
HAWAII [OFFICE OF THE] LEGISLATIVE 
Budget review and — = oe 
specia ucation program; report to 
Governor and the "Lesulatare’ of the State of 
ee eport no. 89-6) 


Special education--Hawaii 
auditing--Hawaii 


LEGISLATIVE 


9399 

HAWAIL OF THE]. 
AUDITOR. Evaluation of Hawaii’s grants-in-aid, 
and purchases of service program, 
revised a re to 
tate of 
(Report 


no. 

89-621272 
Grants-in-aid--Hawaii 
Legislative auditing--Hawaii 


9400 

HAWAII. [OFFICE OF LEGISLATIVE 
AUDITOR. Evaluation of the 
exi legislation artment o 
Education and the Unversity of Hawai, Acts 320 
and 321, SLH 1986; final report; a report to the 
Governor and the tog ure of the State of 
Hawaii. Honolulu, 1989. vi, 42 p. (Report 
no. 89-18) 


89-621273 
State departments of education--Hawaii 
State universities and colleges--Hawaii 


Legislative auditing--Hawaii 


9401 
OFFICE OF THE] LEGISLATIVE 
anagement and financial audit of the 
Sudiciary. the Hawaii. Conducted [in 


ee with Inc. [and] Peat 


Marwick 
89-621274 
Legislative auditing--Hawaii 


Courts--Hawaii 


9402 
OF THE] LEGISLATIVE 
AUDITOR. Re on implementation by the 
De ealth of recommendations in 
county/State hospital program; 
report to the Governor and the ture of the 
%) Hawaii. Honolulu, 1989. 19 p. (Report 


Hospitals, State te--H. 
Os; ate--Hawaii 
Legulative uditing--Hawaii 


9403 

HAWAII. [OFFICE OF THE] LEGISLATIVE 

AUDITOR. Study of electricity costs, consumption, 

and conservation at niversity of Hawaii; 

Leg report; a_ re the Governor and the 
ure of the State ‘Of Hawaii. Honolulu, 1989. 
p. (Report no. 89-9) 


State universities and colleges--Hawaii 
power consum ion--Hawaii 
awaii 


9404 
HAWAII [OFFICE OF LEGISLATIVE 
AUDITOR. A. study on implementation of the Civil 
ts for the a a 
re overnor 
Ste oH Hawaii. Honolulu, 1989. ii, 61 p. (Report 
no. 


89-621276 


778 
Incest--Hawaii 
= 
WAIL LEGISLATUR House of Representative: 
% & specia 
Il 
a 
3 
| 
4 Civil rights--Hawaii 
auditing--Hawaii 
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9405 
HAWAII. [OFFICE OF THE] LEGISLATIVE 
Sunset evaluation update, professional 
architects, surveyors, and landscape 
Chapter 464, Hawaii re statutes; a 
to the Governor and the of the 
thee of i Honolulu, 1989. A 18, B 33 p. 


89- 

89-621277 
awaii 
Architects--Hawaii 
Surveyors--Hawaii 


dscape architects--Hawaii 
Sunset reviews of government programs--Hawaii 


9406 

HAWAII. [OFFICE OF LEGISLATIVE 
economics, and anging industry, a stu 
under at the session laws 
awaii 1988; a report to the Governor and the 
Legislature of the State of Hawaii. Conducted 
and Technology, Inc. Pa 
ohnson, Alston, & Hunt ogo Law. 
Honolulu, 1989. = 127 p. ill. Ail. (Re rt no. 89-10) 


Legislative auditing--Hawaii 


9407 
HAWAIL OFFICE OF THE OMB Noo 10 1987788. 
resented to the Legislature. No. 19; 1987/88. 
fH Honolulu] iii, 120 p. 


-634739 
Ombudsman--Hawaii 


9408 
HAWAII UNIVERSITY OF HAWAII AT MANOA. 
rol Equatorward _ surges, 
uatorial westerlies and convection on 
erannual and _intraseasonal scales, by 
Takio Murakami. Sumathipala 


On t.p.: METS. 


Meteorology--research--Pacific Ocean 


9409 
HAWAII UNIVERSITY OF HAWAII AT MANOA. 
M Indoor spatial as of 
pollutants 
aP) In —s by Premiata Menon. 


combustion generat 


Air--pollution, indoor--India 
Biomass stoves--India 


9410 
HAWAII UNIVERSITY OF HAWAII AT MANOA. 


Dept. of _Metcorology. Relationship between 
outgoing Jongwave radiation and sea_ surface 


temperature on | ee time scales, by Takio 
Murakami _ and Sumathipala. 


Ocean temperature--Pacific Ocean 


9411 
HAWAIL UNIVERSITY OF HAWAII AT MANOA. 
Annual report. 28th; 1987/88. 
onolulu 


R a 30. 
eport year ends Sept. 06 
Intercultural education--Hawaii--Honolulu 


9412 
HAWAIL UNIVERSITY OF HAWAII AT MANOA. 
The_ greenhouse effect and its 
re evance to the ion, delivered 
November 2 the est Center 
Geoffrey P 7 (1988) 20 p. (The 
West lecture series) 


89-621279 
Greenhouse effect, Atmospheric--Pacific Area 


9413 
IDAHO. AGRICULTURAL STATISTICS SERVICE. 
Idaho agricultural 1988. 68 p. ill. 


9414 
IDAHO. BOISE STATE. 
directory. 1988/89. [Boise] i, 121 p. 
State colleges--employees-- 


directories--Idaho- 
College 


Faculty/staff 


9415 
IDAHO. BOISE Rey UNIVERSITY. Serving 
Idaho. [Boise] 1989. 15 p. ill. 


State universities and colleges--Idaho--Boise 


IDAHO. CENTENNIAL COMMISSION. The Idaho 
<a ead book: a catalog of birthday gift 

commemorate 100 years of 
state ood. Boise [1988?] 32 p. ill. 


Centennial celebrations--Idaho 

9417 
IDAHO. COMMISSION FOR. THE BLIND. 
Independent living for the blind or visually 
impaired senior. [Boise, n.d.] folder. 
Blind--services for--Idaho 

IDAHO. COMMISSION THE ARTS. The 
Alexander House. [Boise, n.d.] older. ill. 
Historic buildings--Idaho--Boise 

9419 
IDAHO. COMMISSION ON WOMEN’S PROGRAMS. 
Women and laws in Idaho. Rev. [Boise] 1987. 
vii, 61 p. 

89-621380 
Women--legal status, laws, etc.--Idaho 
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9420 
IDAHO. CONSTITUTION. Idaho —' constitution. 
on Pete T. Cenarrusa, secretary of state [n.d.] 
89-621309 


9421 
of Idaho centrex telephone 
directory. 


9422 
IDAHO. DEPT. OF AGRICULTURE. 1989 Idaho 
organizations directory. Boise [1989] 
p. 


Agricultural industries--directories--Idaho 


9423, 

IDAHO. DEPT. OF AGRICULTURE. Annual report. 

16th; 1987/88. Boise. 40 p. ill. 
Report year ends June 30. 


75-644155 
Agriculture--Idaho 


negocio en Idaho. [Boise, n.d.} 23 1. ill. 


New business enterprises--Idaho 


9425 
IDAHO. DEPT. OF COMMERCE. Gem community 
certification manual [Boxe 1988] 95 19 p. ill. 


Community development--handbooks, manuals, 
etc.--Idaho 


credit code, savings and loan 
securities regulation and 
enforcement, take-over law. 70th; 
[Boise 18 p. 


Banks and banking--Idaho 


IDAHO. DEPT. e forester 
Idaho timber Bill Love. 

[n.d. 2] p. (Forest management no. 


Timber--Idaho 


9430 
IDAHO. DEPT. OF WATER RESOURCES. Status 


Tre Weiser River Gallowa' oject; report to 
the Governor of Idaho and I Legislature. 7th; 


80-114, 


Water resources development--Idaho--Weiser River 
Reservoirs--Idaho--Weiser River 


9431 
IDAHO, DIVISION OF FINANCIAL MANAGEMENT. 
Economic forecast - general account revenue 
pro jections as_ used the Executive budget. 
/90. [Boise] i, 40 p. ill. 


Revenue--Idaho 
Tax revenue estimating--Idaho 
Economic forecasting--Idaho 


9432 
IDAHO. DIVISION OF HEALTH. A wr Mg 


assessment ae the State of 
[Boise various 
Paging $1310 


Poor--medical care--Idaho 
Medical care--Idaho 


9433 
IDAHO. DIVISION OF PUBLIC bee of 
management handbook. R 
n. 


r title: Building management handbook. 
Public buildings--handbooks, manuals, etc.--Idaho 


ENERGY DIVISION. Annual report. 1988. 
[Bowe] 10 rill 


Power resources--Idaho 


9435 
IDAHO. ENERGY DIVISION. Forest 
assessment Idaho; final 


Products College of Wildlif 
Range Sciences, University of Idaho, 1988. 771. 


Wood waste--Idaho 


780 

IDAHO. DEPT. OF COMMERCE. Empezando un q 
- IDAHO. DEPT. OF COMMERCE. Idaho exporters | 
a guide. [Boise] 1987. 23 p. = 
Be IDAHO. DEPT. OF EMPLOYMENT 
~ 985-88. [Boise] unp aged. 
$m88-33106 
a Labor supply--statistics--Idaho 
9428 residue 
Idaho 

“a 

a 
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9436 
IDAHO. ENERGY DIVISION. User manual for the 
Idaho forest residue estimation model; final_report 
to Idaho Department of Water Resources, Division 


of Energy, prepared by Leonard R en — 
Aldrich a William 


agler. 
Products College of 
Range Sciences, of Idaho, 1 


Wood waste--Idaho 


Information storage and_ retrieval systems--user 
education--handbooks, manuals, etc. 


9437 
IDAHO. GEOLOGICAL ST List of 
publications, 1989. [Boise, 19887] 48 p. ill 


Geology--research--Idaho 
State publications--Idaho 


9438 
IDAHO. LAWS, STATUTES, ETC. 1988 Public 
Employee Retirement S of Tie 
ovisions, effective July 1988; Title 
Chapter 13, Idaho “code; Title 14, 
Idaho code; and lations amended 


1988. [Boise. Public mployee Retirement em 
of 10887] 119 


State _ officials a employees--pensions--law and 
legislation--Idaho 


Civil service pensions--law and legislation--Idaho 


9439 
IDAHO. LEGISLATURE. Idaho State _ legislative 
members, first regular session, Idaho State 
Legislature. [Boise] 1989. col. map on 
sheet 28 x 43 cm. 


Legislators--Idaho 
Election districts--maps--Idaho 


OAH) 
IDAHO. MUSEUM OF NATURAL HISTORY, 
Museum oppublications. [Pocatello, n.d. 


Natural histo 
State publications--Idaho 


IDAHO. OFFICE OF THE. ATTORNEY GENERAL. 


consumer provection Bowe Idaho 
consumer protection regulations [n.d.] 


89-621381 
Consumer protection--Idaho 


Administrative agencies--rules and practice--Idaho 


9442 
IDAHO. OFFICE OF THE STATE AUDITOR. State 
of i annual county report. 44th; 1986/87. 
[Boise] 13 p. 

Report year ends Sept. 30. 


Local finance--Idaho 


9443 
IDAHO. OFFICE OF THE STATE AUDITOR. State 
of Idaho annual report of the State auditor. 
1986/87-1987/88. [Boise] 2 v. ill. 
Report year ends June 30. 


Finance, Public--Idaho 


9444 
IDAHO. OFFICE ON AGING. Report on Idaho’s 
homemaker _ services for elderly, J uly 1, 1987- 
June 30, 1988. Boise [1988?] 11 1. ill. 


Aged--home care--Idaho 


IDAHO. PUBLIC 
SYSTEM. Ann 


Annual rt. 23d; July 1, 1987/July 1, 
1988. [Boise] 71 p. ill. i 


Civil service retirement--Idaho 


9446 
IDAHO. PUBLIC UTILITIES COMMISSION. Annual 


Pi 
Public 


9447 
peter SECRETARY OF STATE. The 1988 
disclosure manual for candidates and 
political com 


mmittees. [Boise, n.d.] iv, 30 p. 
Financial disclosure--handbooks, manuals,  etc.-- 


Campaign funds--handbooks, manuals, etc.--Idaho 


IDAHO. SECRETARY OF STATE. Notary public 
handbook, State of Idaho: an__ instructional 

dbook ’ and compilation of laws relevant to the 
functions of notaries public, written and compiled 
me the authority of Pete T. Cenarrusa. Boise 
[n.d.] 20 p. ill. 
Notaries--handbooks, 

9449 

IDAHO. SECRETARY OF STATE. Re manual 
for registered compiled under the 
— of Pete enarrusa. [Boise, n.d.] 
u, 21 p 


Lobbyists--handbooks, manuals, etc.--Idaho 


9450 
r on an for implementation o 

LSCA priorities, ‘1989-1991. 51 p. 
Library 

9451 
IDAHO. TAX cena Annual report. 44th; 
1988. [Boise] 34 p. ill 

47-32622 
Taxation--Idaho 
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9452 
ILLINOIS. AGRICULTURAL EXPERIMENT 
Status of soil surveys, Illinois. 


9453 
APPELLATE COURT. Illinois ogy 
rts, third series; official reports 

nois cP Ervin Court. Vols. 163-164; 1988 
al rvin, reporter of decisions. 


Division/Pantagraph 


85-647581 
Law reports, digests, etc.--IIlinois 


v. 


9454 
residen rogram elines and _  applicatio: 
1989-1990. [Chicago, n. 28 p. ill. 
Artists as teachers--IIlinois 

9455 
ILLINOIS. ARTS COUNCIL. Program grants 
idelines and fiscal year 1990. 
2. d.] 44 
Grants-in-aid--Illinois 
Cultural policy--Ilinois 


9456 
ILLINOIS. ATTORNEY GENERAL’S 
Consumer oe how to buy a_ used car. 
[Springfield, 1988] folder. ill. 


Used cars 
Consumer protection-- 
9457 
ILLINOIS. ATTORNEY GENERAL’S OFFICE. 
1988) folde making travel arrangements. 
9458 
ILLINOIS. ATTORNEY GENERAL[S] OFFICE. 
Consumer tips: mew car extended service 
contracts. [Springfield, 1988] folder. ill. 


IENERAL[’S}] OFFICE. 
Environmental protection: _what ur children 
should know. 988] folder. ill 


[Springfield, 1 
Environmental protection 


9460 
ILLINOIS. GENERAL’S OFFICE. 
Environmental _ protection your rights and what 
you can do. [Springfield, 1988] fo Ider. ill. 


Environmental protection 


9461 
ATTORNEY GENERAL’S OFFICE. An 


is worth a pound of cure. 
[Springfie 1p 


Consumer protection--Illinois 


ILLINOIS. BOARD O beg Facts about the 
Illinois Board of Ethics. [Chicago, n. d. 2] p. 


Financial disclosure--Illinois 
Political ethics--Illinois 


9463 
ILLINOIS. BOARD OF HIGHER EDUCATION. 
Biennial report. 14th; 1987-88. Presented to the 
Governor, Honorable James R. Thompson and 
members of the Illinois General mbly. 
Ss Id] iv, 39 p. 


Educati icher--Illinoi 


9464 
ILLINOIS. BOARD OF HIGHER EDUCATION. 
Higher education budget recommendations: capital 
improvements. 1989/90. Presented to the — 

Honorable James R. Thompson and members of 
the Illinois General Assembly. [Springfield] 


i, 75 p. ann 
75-640832 
State universities and colleges--finance--Illinois 


9465 
ILLINOIS. BOARD OF a EDUCATION. 
Higher budget recommendations: 
tations ants. Presented to the 
ror, Fy onorable James R. Thompson and 
members of the Illinois General embly. 
{S p. annual. 


State aid to higher education--Illinois 
Budget--Illinots 


public utilities. 1988. Springfield. 2 v. 
Vol. 2 has also a distinctive title: Appendices. 
87-640903 
9467 
ILLINOIS. COMMERCE COMMISSION. Annual 
report on  telecommunications. 1988. Springfield. 
71, 38 p. ill. nen 
Telecommunication systems--Illinois 


| 
ILLINOIS 
Os ev. [Urbana . map on leaf. | 
Issued in cooperation with the U.S. Soil 
= Conservation Service and Dept. of Agriculture. 
Soil-surveys--maps--Illinois 
| 
; 
ILLINOIS. COMMERCE _COMMISSION. _ Annuz 
Consumer protection--IIlinois 
9459 
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9468 
ILLINOIS. COMMERCE COMMISSION. Policy 
pilot 


Utili 
programs in overview 
scriptions; _ st: report effrey M. 
Skup [and] J. Zuraskt 
Springfield, Energy Conservation Program, Policy 

mm Xi 
894621303 
Energy conservation--Illinois 
Public utilities--Illinois 


ILLINOIS. COMMISSIONERS ON UNIFORM STATE 
LAWS. Report of Illinois delegation to the 
National Conference of Commissioners on Uniform 
State Laws. [Springfield] 1989. 13 1. 

89-621304 


Uniform state laws--IIllinois 


9470 
ILLINOIS. COMMUNITY COLLEGE BOARD. Fall 
salary survey report for the Illinois public 


community colleges. 1988. Springfield. ii, 34 p. 
annual. 


1 
College teachers--salaries, etc.--Illinois 
College administrators--salaries, etc.--Illinois 


ILLINOIS. COMMUNITY COLLEGE BOARD. 
Student enrollment data and trends in the — 
community colleges of Illinois. Fall 1988. 
Springfield. 1, 29 p. 

75-642214 


College attendance--statistics--Illinois 
Community colleges--statistics--Illinois 

9472 
ILLINOIS. COMMUNITY COLLEGE BOARD. Unit 


cost report for the public community colleges of 
Illinois. 1987/88. Springfield. ii, 16 P annual. 
83-64714 


College costs--Illinois 
Community colleges--IIlinois 


9473 
ILLINOIS. COURT OF CLAIMS. Illinois Court of 
Claims rules and statutes (as amended to July 1, 
1988). [Springfield] Jim Edgar, secretary of state, 


1988. v, p. 
89-621383 
Court rules--Illinois 


9474 
ILLINOIS. DEPT. OF ADULT, VOCATIONAL, AND 
TECHNICAL EDUCATION. Adult education annual 
report. 7th; 1987/88. 31 p. ill. 
eport year ends June 30. 
 83-644532 
Adult education--Illinois 


ILLINOIS. DEPT. OF CENTRAL MANAGEMENT 
Annual report. 1987/88. ([Springfield! 
il, 
ver title: That was then, this is now; the 
ofa 
e ends June 30. 
86-655767 
Office practice in employment--Illinois 


9476 
ILLINOIS. DEPT. OF CENTRAL MANAGEMENT 
SERVICES. Small business set-asides; report to 
the members of the _ eighty-sixt eneral 


Asse . 1987/88. [Spri Id] 2 1. annual. 

“Report year ends June 30, 
Small business--Illinois 


9471 
ILLINOIS. DEPT. OF COMMERCE AND 
COMMUNITY AFFAIRS 


i Rural development resource 
ev. [Springfield] 1988. iv, 49 p. . 
Issued in cooperation with the Rural Affairs 

Council. 


Rural development--IIlinois 


9478 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 
Financing alternatives for agricultural nonpoint 
source llution control programs: final re 
repared by University of Illinois, Dept. 
Economics. Principal investigators: 
John B. [and others] Springfield, 1 


various 

Available at IL depository libraries or from: 
ENR Se a 325 West Adams, Room 300, 
Springfield, IL 62704-1892; or National Technical 
Information Service, 5285 Port Royal Road, 


S ield, VA 22161. 
20. 


pollution--economic aspects--IIlinois 
ater quality management--economic  aspects-- 


9479 

ILLINOIS. DEPT. OF ENERGY AND NATURAL 
Guidelines. f 

uidelines for applying copper sulfate as an 
icide: Lake Loami field study: 

repared by State Water Survey, W: 

ion, Princi investigators: Raman K. Raman 
[and] Billy C. Cook. Springfield, 1988. 91 p. ill. 
Available at IL depository libraries or from: 
ENR Clearinghouse, 325 West Adams, Room 300. 
Springfield, I 62704-1892; or National Technical 
Information Service, 5285 Port Royal Road, 
VA 22161. 

NR/RE-WR-88/19. 


Water bloom--Illinois--Lake Loami 
Algae--control--Illinois--Lake Loami 
Copper sulphate 
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9480 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 


assessment 0 
compliance. with deoxygenati 
report, prepar 


alternatives for 
effluent standards: 
by, Institute of Technol 


Luther W. Skelton. 


Springfield, 1988. various 
pagings. ill. 

vailable at IL 
ENR 


tory libraries or from: 


Sewage--purification 


Technology assessment 


9481 
ILLINOIS. DEPT. OF MENTAL HEALTH AND 
DEVELOPMENTAL D ILITIES 


Public welfare--finance--IIlinois 


9482 
ILLINOIS. DEPT. OF PUBLIC HEALTH. Families 
with a future: status report, July 1-December 31, 

reduction _ initiative 
dinated by the Illinois Department of Public 
Health in cooperation with the State human 


services agencies. [Springfield, n. d. 3] p. ill. 


Infants--mortality--Ilinois 


9483 
DEPT. OF SCHOOL FINANCE. Annual 


ILLINOIS. 
State aid entitlement Illinois _ public 
schools. 1988 ill. 


DIVISION OF PUBLIC WATER 
SUPPLIES. Groundwater quality protection: 


water suppl anning. Springfield 
pply p g- Springfi 


Water-supply--Illinois 


9485 
ILLINOIS. DIVISION OF PUBLIC WATER 
'UPPLIES. 


q b oundwater stud 
by Robert P. Clarke [and 
en ursuant to P. A. : ringfie! 
{1988} 1, ill. 


ound--IIlinois--Winnebago Coun 
Water-supply--Illinois--Winnebago County 


9486 
ILLINOIS. DIVISION OF WATER POLLUTION 
CONTROL. itori it. Lak ichi 


e Michigan water 

—_ report. . [Springfield] viii, 140 p. ill. 
Issued in cooperation with the city of Chicago 

vailable from: Environmental Protection 


Agen 2200 Churchill Road, P.O. Box 1927 
Springlield, IL 62794-9276; and National Techni 
Information Service, 5285 Port Royal Road, 


Springfield, VA 22161. 
IE APC 39-008. 
/ 6-642234 


Water quality--statistics--Lake Michigan 


9487 
ILLINOIS. ENVIRONMENTAL PROTECTION 
AGENCY. i ion. The land 


iii, 111 p. ill. 

apend in cooperation with the Division of Land 
Agency. 
Environmental protection--outlines, syllabi, etc. 


9488 
ILLINOIS. GENERAL _ASSEMBLY. 
resentati m mi 

ouse Committee on Developmental Care; 
report to the General pursuant to 
Resolutions 1139 and 1684. [Springfield] 
Committee established pursuant. to House 
Resolution no. 13 of the eighty-fifth General 
Assembly of 1987. 


Developmentally disabled services--Illinois 


9489 
ILLINOIS. GENERAL ASSEMBLY. Joint_Commiltee 
Administrati R Annual report. 
u t members General 
Assembly of Illinois. Springfield. 3 


Administrative procedure--Illinois 


9490 
ILLINOIS. GOVERNOR. Illinois personnel detail. 
1989/90. [Springfield] 347 p. annual. 
Report year ends June 30. 


2 
State officials and employees--salaries,  etc.-- 
llinois 


9491 
ILLINOIS. GOVERNOR. Illinois State budget. 
1989/90. [Springfield] v, 327 p. ill. annual. 
Report year ends June 30. 
83-645 


Budget--Illinois 


9492 
ILLINOIS. GOVERNOR. Illinois State budget 
appendix. 1989/90. ) 443 p. annual. 
eport year ends June 30. 
83-645210 
Budget--IIlinois 


784 
RESOURCES. Office of Research and Pianni 
t Technolo nt 
ogy ssessment, Inc. 
rincipal in s; stephen F. John [and 
Springfield, 62704-1892; or National _ 
Service, Port Royal Road, 
VA 72161. | 
ILENR/RE-EA-88/18. 
we depend on; fifth trade. Springfield, 1989. 
| 
Lcntral Uperation Annual revenue report. 
987/88. [Springfield] v, 17 p. 
| 
83-643302 
Education--finance--Illinois on 
i 
2 
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9493 
ILLINOIS. GUARDIANSHIP AND ADVOCACY 
COMMISSION. Guardianship & Advocacy 
Commission. [Chicago, 1988] folder. 


Handicapped--services for--IIlinois 


9494 
ILLINOIS. GUARDIANSHIP AND ADVOCACY 
COMMISSION. A_ guide to adult guardianship in 
Illinois. [Chicago, 1988] ii, 22 p. ill. 


Handicapped--services for--Illinois 


9495 
ILLINOIS. HAZARDOUS WASTE RESEARCH AND 
INFORMATION CENTER. Annual _ report. 3d; 
1987/June 30, 1988. Edited by David ‘. 
Christina M. Komadina. Submitted to 
ENR Board of Natural Resources and Conservation. 


agings . ill. 


88-651347 
Hazardous wastes--research--Illinois 
Research institutes--Illinois--Savoy 


9496 

ILLINOIS. HAZARDOUS WASTE RESEARCH AND 
INFORMATION CENTER. In sit aquifer 
reclamation by chemical means: a feasibility study. 
by. Gary R. Peyton, Mary H. LeFaivre, an 

ichelle Smith. ‘Prepared for the Illinois 
Hazardous Waste Research and Information Center 
HWRIC Dem number HWR86-011. [Savoy] 1988. 


xiv, 81 
RR-028. 
Water, Underground--pollution 


Water--purification 
Aquifers 


9497 
ILLINOIS. HAZARDOUS WASTE RESEARCH 


INFORMATION CENTER. bioreclamation of 
contaminated ruce E. Rittmann 
= others] Prepared for the Illinois Hazardous 
aste Research and Information Center HWRIC 
syopet no. HW88-026. [Savoy, 1988] xviii, 121 p. 


HWRIC RR 031. 


Water, Underground--pollution 
Water--purification 
Aquifers 


9498 
ILLINOIS. HAZARDOUS WASTE RESEARCH AND 
INFORMATION CENTER. A regional ground-water 
quality characterization of the Rockford 
innebago County, Illinois: an assessment 
volatile organic compounds 271d selected trace 
metals, by H. Allen Wehrmann and [others] 
Prepared for the Illinois Hazardous Waste 
Research and Information Center HWRIC Project 
number [Savoy] 1988. xvi, 114 p. ill. 
HWRIC RR-027. 


Underground--pollution--Illinois--Winnebago 
un 
Water quality--Illinois--Winnebago County 


9499 
ILLINOIS. HISTORIC AGENCY. 
Annual report. 36 p. ill. 
Report year ends June 
87-644161 
History--societies, etc.--Illinois 


ILLINOIS. JUDGES 


RETIREMENT SYSTEM. 
Tr Annual report. 47th; 
pringfie 


Report year ids June 30. 
82-641853 
Judges--salaries, etc.--Illinois 


ILLINOIS. LAWS, TUTES, ETC. Environmental 
rotection Environmental 
rotection Agency, 1989] 1i, 


Environmental protection--law and__legislation-- 
ois 


ILLINOIS. LA STATUTES, ETC. Trichinosis 
control act. Teeringheld] Division of Animal 
Industries [n. d.] 6 p. 


Trichinosis in animals--law and legislation--Illinois 


9503 
ILLINOIS. LEGISLATIVE REFERENCE BUREAU. 
Annual review of the reported decisions of the 


ederal co the Illinois Su Court, and 


160 p. 
Repent year ends June 30. 
Law reports, digests, etc.--Illinois 


9504 
ILLINOIS. LEGISLATIVE RESEARCH UNIT. AIDS: 
uestions and answers [by Robert Bayless. 
Springfield, 1988] 8 p. (Publication 217) 


AIDS (Disease) 


ILLINOIS. LOCAL LABOR RELATIONS BOARD. 
Annual report. 4th; 1987/88. Chicago. ii, 35 p. ill. 
Report year ends June 30. 
86-655764 
Local officials and employees--Illinois 
Collective  bargaining--local officials and 
employees--Illinois 


report, 1986/88. S I AND NAVAL 
report. ringiie 


Military departments and illinois 
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9507 

ILLINOIS. OCCUPATIONAL EMPLOYMENT 
STATISTICS SECTION. Occupational 
statistics: selected manufacturing industries. "1986. 
Chicago. vi, 87 _p 

Available fFom: Unit, Economic 
Information & of 
Security, 401 treet, cago, IL 


sn89-13138 
tions--statistics--IIllinois 
Man ures--statistics--Illinois 


9508 
ILLINOIS. OFFICE OF CHEMICAL SAFETY. 
1988 chemical information sheet. 


188.05 


Hazardous substances 


9509 
ILLINOIS. OFFICE OF CHEMICAL SAFETY. 
Chromium chemical information sheet. Springfield, 


Chromite 


10 
ILLINOIS. CHEMICAL SAFETY. 
information sheet. 
PIEPA/ 


Hazardous substances 


9511 
ILLINOIS. OFFICE OF SOLID WASTE AND 
RENEWABLE RESOURCES. Inventory of biomass 
facilities in Illinois, prepared by Denise L. 
Troxell. S Id, 1988. iii, 68 p 
s, ie or 
from: Nationai nformation Service, 
5285 Port R Springfie! 


Id, VA 22161 
ILENR/ 


Bi sndustrics~di ies--IIlinoi 


Annual report. 1988 [Springf 50 
nn ie . ill. 

Auditing--Illinois 


9513 
ILLINOIS. OFFICE OF 
Annual report; bonded nes 
term obligations. 1587/88 | 
30. 


"Tong 


State bonds--IIlinois 


9514 
ILLINOIS. OFFICE OF THE COMPTROLLER. 
om report. 1987/88. [Springfield] 


“aon year ends June 30. 
Finance, Public--Illinois 


9515 
ILLINOIS. OFFICE OF THE COMPTROLLER. 
Illinois financial _ report. 
1987/88. [Springfield] XX 
Report year ends 


Finance, Public--Illinois 


9516 
OFFICE OF LIEUTENANT 

GOVERNOR. citizens annual _ report. 
[Springfield, 1988] 12 p. il 
Aged--Illinois 

9517 
ILLINOIS. [OFFICE OF THE] SECRETARY OF 
arg Illinois State Capitol. [Springfield, 1988] 
‘older 
On cover: 1888 Centennial 1988. 


Capitols--Illinois--Springfield 


9518 
ILLINOIS. STATE BOARD OF E ~~ ne Annual 
1987/88 [Sprineficld) 49 p 

distinctive Pile: Assessing our 


71-647113 


School boards--Illinois 


9519 
ILLINOIS. STATE BOARD OF ia 
_ e of reports to the General Assembly. 1 
988. [Springfield. 4] 1. annual. 


State boards of education--Illinois 


9520 
STATE OF Panning. Resear 


migrant “education program 1986 By 

fine Denice ard Hood: 
iv, 33 p. 


Children of migrant laborers--education--Ilinois 


84-643600 
School administrators--statistics--Illinois 


786 

: 

| 
4 

| 

IN. 
st; 

4 

9521 

= ILLINOIS. STATE BOARD OF EDUCATION. Offic: 
of Management and Policy Planning. Research and 
Evaluation. Statistica of Illinois schoo 

a administrators. 8th; 1987/88. [Springfield] vi, 74 p. 

4 ill. annual. 
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9522 

ILLINOIS. STATE BOARD OF ELECTIONS. Punch 
card manual of_ instructions (for self-secured 
ballot card applications) for Illinois — 
aa es, 1989: > consolidated election - April 4, 

the election - 7, 1989: 
includes —- for use in consoli 
ruary 28, 1989. n. d.} 
ii, 


99-621306 
Elections--handbooks, manuals, etc.--Illinois 
Voting--handbooks, manuals, etc.--Illinois 


9523 
ILLINOIS. STATE BOARD OF ELECTIONS. S$ 
Illinois county officers. 1989. 


84-642162 
Elections--Illinois 
County officials ond employees--Illinois 


9524 
ILLINOIS. STATE GEOLOGICAL SURVEY 
DIVISION. Disposal alternatives | material to be 
excavated the af the 
r lider in 


B,Bhaguat and] C. A. 
Champaign 988] 1 ill. vironmental geology 


72-4279 
Excavation--Illinois 


9525 
Hee STATE GEOLOGICAL SURVEY 
[DIVISION] Evaluation of groundwater mossoring 
rograms at hazardous waste disposal facilities in 
llinois [byl a6 Heras and 
geology notes 

Hazardous waste sites--Illinois 
Water, Underground--pollution--Illinois 


9526 
ILLINOIS. STATE, GEOLOGICAL SURVEY 
[DIVISION] Geological-geotechnical studies for 
siting the Superconductin Super Collider in 
Illinois: regional A. M. Graese [and 


others] hampaign, xii, 100 p._ ill. 
(Environmental geology 123) 
72-4279 
Geological surveys--IIlinois 
Hydrogeology--Illinois 


9527 
ILLINOIS. STATE GEOLOGICAL SURVEY 
[DIVISION] Hydrocarbon accumulation in a 
paleovalley at Mississippian-Pennsylvanian 
inois: a mode! morphic _traj 
Howard and S. Champaign [1988] 
26 p. ill. (Illinois petroleum 129 


26-27129 
Petroleum--geology--Illinois--Crawford County 


9528 
ILLINOIS. STATE GEOLOGICAL SURVEY 
IVISION] reef distribution in 
ois: model for [byl 
Stephen paign, . 32 p. 
(Illinois petroleum 
26-27129 


Reefs--Illinois 
Geology, 


9529 
ILLINOIS. STATE GEOLOGICAL SURVEY 
amples 


Geological specimens--IIlinois 


9530 
STATE LIBRARY, i 
Illinois State Libra 
"construction act grants. d, 


aid to libraries--Illinois 


9531 
ILLINOIS. STATE LIBRARY, Springfield, 
bibliography materials small 
busin State Library collection. 
Springfield] 1988. 14 p. 


Small business--bibliography 


9532 
ILLINOIS. STATE MUSEUM, Springfield. A re 
on the 1931 — og | excavations, Ma 
County, “a rel Steven R. Ahler and Peter J. 
t. vi, 40 p. ill. (Reports 
of 


Excavations 

County 

ILLINOIS. STATE UNIVERSITIES CIVIL SERVI 

so Annual report. 37th; 1987/88. fUrbana] 


79-644021 
Civil seryice--Illinois 
State universities and colleges--employees--Illinois 


ILLINOIS. SUPREME COURT. Annual r to 
the “ee Assembly. 1989. [Lake Forest] 


82-646731 
Courts--Illinois 
Justice, Administration of--Illinois 


ILLINOIS. SUPREME COURT. _Illinois reports; 
official reports of the of Illinois, 
second series, Vol. 118 
of decisions. Bloomington [Le 
Division/Pantagraph Printing [1988] xxxv, 6 


2-3739 
Law reports, digests, etc.--IIlinois 
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9536 
ILLINOIS. UNIVERSITY OF ILLINOIS, Urbana. 
Second-order communities 
in western Kentu Survey. 
at Late Woodland aa 
ustine d. 
= cipal investigator. Submitted to ‘the ntucky 


ritage Council. Urbana, 1988. 183 1. 
Kentucky 


or ce dimension, by Herbert 
Urban: 1989. 91. ill. (Report 
no. UIUCDCS-R-89- 

UILU-ENG-89-1719. 


Geometrical models 


9538 
ILLINOIS. UNIVERSITY OF 


Pept._of_ Computer Science. The chare ase 
‘anguage: programm les performance 


ti processo Kalé [and] Wei Shu. 


17 ill. 
482 
ENG-88-1787. 


70-649887 
Parallel processing (Electronic computers) 


(Report 


9539 
ILLINOIS. UNIVERSITY 


OF ILLINO Urbana. 

uantifiers 

— Ted Jefferson. 

Urbana 1988 fic. 9] 70 p. (Report 


no. UIUCDCS-R 
UILU-ENG-89-1712. 
Thesis. 


70-649887 
Data base management 


9540 
ILLINOIS. UNIVERSITY OF ILLINO! 
rogram evelopment maintenance tem 
wees er order 
rbana, iv, 45 p. (Report 


*UILU- ENG-89-1714. 
Thesis (M.S.) 
Computer ams 
Trees (Graph theory) 
ILLINOIS. OF ILLINOIS, Urhana, 
1 and 


rlormance Wei 


( R eport 
no. UI 5480), 
*UILU- ENG-88-1783. 


70-649887 
Parallel processing (Electronic computers) 


[and], Balkrishna Ra mkumar. 


9542 
ILLINOIS. UNIVERSITY OF ILLINOIS, 
Incremental e 
ne! compilation o erarchical by 
Larry G. Jones. 49-148) 1989 [cl988] 11 1. 
(Report no. UIUCDCS-R 
U-ENG-89-1705. 


Numerical analysis 


9543 
ILLINOIS. UNIVERSITY OF ILLINOIS, 
.Kyma: an_ interactive 

object-oriented music 

real- time sound 
esis written in Smallt ro re 

Scaletti. Urbana ‘1988 ‘ [i.e. 1 189] 
v, 33 Report no. UIUCDCS-R-89-1498) 

ENG 


graphic environment 
composition and 


10-649887 
Composition (Music) 


9544 
ILLINOIS. ee OF ILLINOIS, Urbana. 
r n The minimum 
within an mar: itt an 
within any poly 


1989. 50 p. (Report 
no. UIUCDCS- 80.1499) 
UILU-ENG-89-1718. 


Approximation theory 


9545 
OF ILLINOIS, 


r n 


Obtaining first 
solution aralle 


roblem__ solving, 

Kalé [and] Vikram _Saletore. 1 

16 1. ill. (Report no. UIUCDCS-R-88-1481) 
UILU-ENG-88-1786. 


70-649887 
Parallel processing (Electronic computers) 


9546 
ILLINOIS. OF ILLINOIS, 

f r ien Preconditione 
iterative og or indefinite symmetric Toeplitz 
Paul Concus and Paul Urbana, 

UILU-ENG-89-1708 


70-64 
Iterative methods 


9547 
ILLINOIS. UNIVERSITY OF _ ILLINOIS, 
Process migration in 
ix, rt n0. 
Pel 
Thesis. 
70-649887 
Distributed parameter systems 


788 
70-649887 
(Ww 
89-621503 
Archaeological surveying--Kentucky 
Excavations (Archaeology)--Kentucky 
| ILLINOIS. TY OF ILLINOIS, Urbana 
UNIVERSITY 
of Science. An acyclicity theorem | 
nesIs 
| 
| 
70-649887 
Urbanz 
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9548 
ILLINOIS. UNIVERSITY OF ILLINOIS, 


Ray tracing wit 
subdivision on 


Report 
UILU-ENG-89-1710. 
Thesis (M.S.) 


70-649887 
Parallel processing (Electronic computers) 


9549 
ILLINOIS. OF ILLINOIS, 
ratin, tem nvironment ony P. 
20 |. itt, Report 
no. UIUCDCS-R-89-1489 
UILU-ENG-89-1707. 
70-649887 


Distributed parameter systems 


9550 
ILLINOIS. OF ILLINO 
Scheduling 
ready times and deadlines to minimize average 


Wei-Kuan Shih fand others 
no. UIU' -R-89-1 
ILU-ENGS9 


Numerical analysis 


9551 
ILLINOIS. 


natura p engmeng 

En 

19 8 1 

no. UIUCDCS- 
UILU- ENG-89-1711. 
Thesis (M.S.) 


OF 
Stochastically 


Kia oh. Urbana, 1988 
ill. (Report 


70-649887 
Computer graphics 


9552 
r Strategy for 


ig Urbana, 1989. 
-89-1484) 


insurance. 


86 no. UIUCDCS. 
Thesis (M.S.) 


70-649887 
Artificial intelligence 


9553 
ILLINOIS. UNIVERSITY OF ILLINO Urbana. 
ol 


A 
anu utomation and Technical Office 
Dennis C. Sng. Urb 1988 
[i.e. 19 pagings. ill. (Report 
no. UIUC R-89-1490 
UILU-ENG-89-1709. 


10-64 
Computer network protocols 


IOWA. AIR AND DIVISION. lowa 
aeronautical chart. 1989-90. 250. [Des Moines] col. map 
on sheet 39 x 71 cm. ae AE to 19 x 12 cm. biennial. 


Aeronautical 


9555 
IOWA. AIR AND TRANSIT DIVISION. Transit 
atlas: bus and taxi service in Iowa. [Des Moines] 
1988. iv, 78 p. ill. 


Bus lines--directories--Iowa 
Taxicabs--lowa 


9556 
IOWA. BUREAU OF TRANSPORTATION SAFETY. 
Miles, vehicle miles, accidents, and accident rates 
in Iowa by road _ system. 1983-87. in 
cooperation ‘with Motor Vehicle Division, Office of 
Driver Services. [Ames] 10 p. 


Traffic accidents--statistics--lowa 


9557 
IOWA. COMMISSION ON THE STATUS OF 
WOMEN. Iowa women & the law. [6th ed. Des 
Moines, 1988] 38 p. 


Women’s rights--lowa 


9558 
IOWA. DEPT. OF COMMERCE. 
Annual review of gas final report and order. 
[Des Moines] 18 p. 


Gas, Natural--lowa 


9559 
IOWA. DEPT. OF COMMERCE. iti iViSi 
What you sho now 
about “civ eat; rules and remedies for 
overdue uti ills. [Des Moines, n.d.] folder. ill. 


Coll of accounts 
utilities 


9560 
IOWA. DEPT. OF NATURAL RESOURCES. Iowa 
fishing regulations. 1989. Des Moines. 15 p. ill. 


Fishing--lowa 


9561 
IOWA. DEPT. OF “plan, 138 RESOURCES. Iowa 
wetlands _ protection 1988; a — to 
the 1988 SCORP. [Des 


Wetland conservation--planning--lowa 


IOWA. DEPT. REVENUE AND 
Annual report. 1987/88. [Des Moines] 29 p. ill. 
Report year ends June 30. 
78-645413 
Taxation, State--lowa 


789 
space 
by Lee Hian Quek. Urbana, 1988 9554 
1 
rbana, 
ivision 
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9563 9571 
IOWA. DEPT. OF TRANSPORTATION. 1987 IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
railroad traffic density. in cooperation AND 


TECHNOLOGY, fimes. Cooperative_Extension 
with the U.S. Dept. of Transportation. [Ames] i Controlling ors from swine buildings 
1988. ah aapentiaet’? 28 x 43 cm. Ronald Miner [and] Clyde L. Barth. Ames, 
we in cooperation with CADD, Cartographic .3 p. (AS-461 


ion. industry handbook: waste management, 
Railroads--maps--lowa 
Swine--housing 


one Odor control 
IOWA. DEPT. OF TRANSPORTATION. 


9572 
business sign: information and application IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
instructions. [Ames, n.d.] folder. ill. AND TECHNOLOGY, Ames. (ooperalive Extension 
prod Financial _leasin & assets in por } 
Signs and signboards--lowa ction wah Chris lan E. Lines fand) ol 


Transportation improvement pr 1989- -1993, Pork ll and trade . 
Code "Cha Chapter 307 A.2(12). [Am Ames. 1988] iv, 170 p. 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY i i 


current tax ws we an 


David C. an and 
Paul van Rey. Ames, 1988. folder (F3 ) 
9566 Forestry extension notes. 
IOWA. DEPT. OF TRANSPORTATION. ‘Bureau of 
Basic newswriting Forests and forestry--taxation 
més, n. p. 
9574 
Press releases A oe STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOG 
n my_ own and_ ok: er 
9567 a 14. [Ames] 1986. [1] 1. ill. (HD-725-14) 
IOWA. IOWA LOTTERY. Preserving Ilowa’s 
heritage; Iowa community cultural grants. [Des Child rearing 
Moines, n.d. 1] 1. 
Cultural policy--lowa 


9575 
IOWA. STATE UNIVERSITY OF SCIENCE 
AND “TECHNOLOG Y] Ames. Cooperative Extension 
9568 Servi. On 18. [Ames] 1986. [i] Lill 
IOWA. IOWA STATE UNIVERSITY [OF 


The Iowa Child rearing 
University. n.d. ill. 


9516 
Libraries, University and college--lowa--Ames NOLOGY] 2 UNIVERSITY OF SCIENCE 
9569 19. [Ames] 1986. [1] ill. 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
Serge, 1986. estima A perat sion Child rearing 


9577 
IOWA. STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY] 


On m t to do 
Seri. 6. [Ames] 1986. [1] 1. ill. (HD-725-6) 
Child rearing 


9570 9578 
IOWA, IOWA STATE UNIVERSITY OF SCIENCE IOWA, [IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNO LOGY] 


Child rearing 


Transportation--planning--lowa ‘ 

| 

| 

: 

x: oudy. Ames. 1988. [4] p. ill. (CRD-274 

EVICE, 

es, 
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9579 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND 
Service, Population projections 


counties: 1990-2010, Prepared od by 
‘lls Goudy and Renea Miller. Ames, 1! 


Iowa census. 


89-621314 
Population forecasting--lowa 


9580 
_. IOWA STATE UNIVERSITY OF SCIENCE 
TECHNOLOGY 


Canning and preserving 


9581 
— IOWA STATE UNIVERSITY OF SCIENCE 
ND TECHNOLOGY, 


Producin marketin under 
contract John'S. M McDaniel others} Ames, 
1988.3 p. (AS-430) 


Pork industry handbook: marketing, PIH-6. 
Swine--marketing 


9582 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, 
A reference guide, 
ion King, and Short 
evise ougen 
(4-H-111-E) 
Four-H clubs 


9583 
IOWA. IOWA stage UNIVERSITY OF SCIENCE 
AND TECHNOLOG 
Tree in Towa, r al 
ray. Ames, 1988. 8 p. ill. (Pm-496) 
A reprint. 


Tree planting--Iowa 


9584 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Am 


ice, Wheat and barle variety tests -- are 
and others] Ames, 1988. [4] p. 


Wheat--varieties--Iowa 
Barley--varieties--lowa 


Fi 
Empl olarship 
rvice. [Ames, n.d.] folder. 


9585 
IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Am 


Student aid 


9586 
IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOG 


Iowa State Universit 


information or 
international applicants. 1989/90. Ames. 35 p. ill. 


Students, Foreign--lowa--Ames 


9587 
IOWA. OFFICE OF CITIZENS’ 
AIDE OMBUDSMAN I i discharge 
a firearm in by an officer of 


Police, Department. Moines] 1988. 
8, 3, 9, 2 p. ill. (Critical report 88-1) 


Police--complaints against--lowa--Carlisle 

9588 
IOWA. STATE LIBRARY, Moings. Iowa public 
1987/88. oines. i, p. 


81-643203 
Public libraries--statistics--lowa 


9589 
IOWA. UNIVERSITY OF IOW. The 


University of I Iowa City, owa City, 


State universities and colleges--Iowa--Iowa City 


9590 
IOWA. UNIVERSITY OF IOWA, 


Nutrition services for 
.| folder. ill. 


en. [Iowa City, n. 
Children--nutrition 


IOWA. UNIVERSITY oF IOW. City 
M Donating blood for yourse ore 


you decide. by the Preoperative 
Autologous Blood Donation Study, Groep, 


University of I Colle of Medicine. 


Blood donors 


9592 
IOWA. UNIVERSITY OF IOWA, Iowa City. Dept. 
History at Iowa, in 
a niversity 0} owa City, 
n.d.] folder. ill 
State universities and  colleges--graduate work-- 
lowa--lowa City 
9593 
IOWA. OF IOWA, 
n 
velopment Clinic. Iowa City [n.d. 


Developmentally disabled children 


IOWA. UNIVERSITY 


n 
Pecupational _ Health 


owa ill. 
At hea of title: Worksafe Iowa. 


Industrial hygiene 


791 
| 
4 
9594 
OF IOWA, 
ricultur 
hygiene services. 
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IOWA. UNIVERSITY oF IOWA, City. Office 
Fi i re about your 
cial aid award. [Iowa City, n. 


Student aid 


9596 
IOWA. UNIVERSITY OF IOWA, 
Financi Summary 0! 
ancial aid. [Towa City, n.d.] folder. 


Student aid 


9597 
KANSAS. BUREAU TRANSPORTATION 
PLANNING. Kansas. 
Prepared in ration wit Federal Highway 
Administration. [ [Topeka] 1987. col. maps on 
sheets 75 x 47 cm. or smaller. 
ch map covers a different county. 


Road maps--Kansas 


9598 
KANSAS. DEPT. OF COMMER 


CE. 
Development Resource directory 
evelopment. Rev. Topeka, 1988. 76 p. 


Economic development--directories--Kansas 


9599 
ANSAS. DEPT. OF HEALTH AND 
ENVIR ONMENT. Relation of _ trihalomethane- 
formation potential to water-quality and physical 
characteristics of small wakes, 
by Larry M. 

Arruda, and la Prepared 
cooperation with the U. 
— 1988. vi, 46 p. xii Geological 
Water-resources report 88- 


i by purchase from: U. S. Gocteied 
Survey, Books and Open-File Reports, Box 
Bldg. 810, Denver Federal enter, Denver, 
Colorado 


Carcinogens--Kansas 
Water 
Water-supply--Kansas 


9600 
KANSAS. DEPT. OF SOCIAL AND 
REHABILITATION SERVICES. Adult _ Services. 


Community-based long-term care program. 
[Topeka, n.d. 4] p. ill. 


Long-term care of the sick--Kansas 


9601 
KANSAS. DIVISION OF PROPERTY VALUATION. 
Questions and answers about use value appraies! 
land in Kansas. [Topeka, n.d.] 
older 


Farms--valuation--Kansas 


KANSAS. DRIVER LICENSE EXAMINING BUREAU. 
driving handbook. Rev. [Topeka, n.d.] 70 p. 


Automobile driving--handbooks, manuals,  etc.-- 
Kansas 


ama, 80. Edit 
Ferguson and James he. Emporia, 
(Emporia State research 37,0 no. 2) 


89-6213 
Drama, Medieval--bibliography 


9604 
KANSAS. OFFICE OF VITAL STATISTICS. Funeral 
directors’ handbook for death and fetal death 
= tration in Kansas. Pre [in cooperation 

the] Office of Communication Services. [Rev. 
Topeka} 989. ii, 70 p. 


89-6213 
Registers of manuals, _etc.-- 


9605 
KANSAS. OFFICE OF VITAL STATISTICS. 
Handbook on_ divorce and annulment ——— 
in Kansas. Prepared [in cooperation with 
Office. of Communication Services. [Rev. Topeka 


1989. ii, 26 
89-621317 


Divorce--handbooks, manuals, etc.--Kansas 
Marriage--annulment--handbooks, manuals, etc.-- 


9606 
KANSAS. OFFICE OF VITAL STATISTICS. 
Handbook on marriage registration in_ Kansas 
Prepared [in cooperation with the] Office of 
Communication Services. [Rev. Topeka] 1989. 


ii, 34 p. 

89-621318 
Marriage licenses--handbooks, manuals, etc.-- 
Kansas 


9607 
KANSAS. OFFICE OF VITAL STATISTICS. Hospital 
handbook for birth. and fetal death registration in 
Kansas. Prepared [in cooperation with the] Office 
of Communication Services. [Rev. Topeka] 1989. 


iii, 83 p. 
89-621319 
Birth  certificates--handbooks, manuals, _etc.-- 


Fetal death--handbooks, manuals, etc.--Kansas 


792 

9602 

available 

q 
fag 

KANSAS 
9603 
ie KANSAS. EMPORIA STATE_ UNIVERSITY. School 

Graduate _and_ Professional dics. Biliograp y 

ole 

“ 

or 

] 
] 

| 

ansas 
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9608 
Een. PUBLIC EMPLOYEES RETIREMENT 
SYSTEM. KPERS ‘ae information manual. 
[Rev. Topeka] 1988. 13 p. 


State officials and employees--pensions-- 
Kansas 


ndbooks, manuals, etc.-- 


9609 
KANSAS. PUBLIC EMPLOYEES RETIREMENT 
SYSTEM. KPERS purchasing service credit. 
[Topeka] 1989. 8 p. 


State officials and employees--pensions--Kansas 


9610 
KANSAS. STATE BOARD OF AGRICULTURE. 
Marketing Division. Directory of Kansas 
tural products for export. Topeka [n.d.] 
"Cover title: Agricultural products export 
directory. 


Agricultural industries--directories--Kansas 
Export marketing--Kansas 


9611 
KANSAS. STATE DEPT. OF EDUCATION. Division 
Fi Mill levies o 
stricts of Kansas. 


86-654539 
Education--finance--statistics--Kansas 


unified schoo 
Topeka. 40 p. annual. 


9612 
KANSAS. UNIVERSITY OF KANSAS, KANSAS, Lawrence. A 
revision of bee genus Doerin (Hymenoptera, 
Anthophoridae, Nomadinae), by Artur oig-Alsina. 
Lawrence] 1989. 577-621 (University of 
ansas science bulletin, vol. 53, no. M0) 


07-36421 


Bees 


ab 
Helyar, editor. 288 p. ill. 
[ jv, P. 


80-647969 
Social history--statistics--Kansas 
Economic history--statistics--Kansas 


9614 
AGRICULTURAL STATISTICS 
SERVI ay agricultural statistics. 1987/88. 
Louisville. 143 r il 
50-63276 


Agriculture--statistics--Kentucky 


9615 
KENTUCKY. ALZHEIMER’S DISEASE TASK 
FORCE. The final_ report of the Kentu — 
Task Force. [Frankfort] 1 
1 

created by Administrative 

Order HR-86-32, dated October 29, 1986. 
89-621355 


Alzheimer’s disease--Kentucky 


9616 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of _ the 
ae for Little People child care food 
ogram, agreement number 114 B45 999, for the 
period October 1 oT through September 30, 
987. [Frankfort, 1983] 10 1 


Auditing--Kentucky 


9617 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit. examination of the Adair 
County Fiscal Court, fiscal year ended June 30, 
1987. [Frankfort, 1988] 28 1. 


Auditing--Kentucky 


9618 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... of 
Anderson County Fiscal 
June 30, 1987. [Frankfort 1988) 


Auditing--Kentucky 


9619 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
ee © the ... audit examination of the Bath 


Court, fiscal ended June 30, 
1988] 36 1. 


Auditing--Kentucky 


9620 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the .. audit examination of the Big 
pod — Early Childhood Center child care f 
‘am, agreement number 034 NSO 999, for the 
period October 1 7 through September 30, 
987. [Frankfort, 1988] 8 1. 


Auditing--Kentucky 


9621 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Bourbon 
oS Fiscal Court, fiscal year ended June 30, 
rankfort, 1988] 25 1. 


Auditing--Kentucky 
9622 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
audit examination of the 
Brecki fee officials: county clerk, 
sheriff, po 987. [Frankfort, 1988] 7 1. 


Auditing--Kentucky 
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9623 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
. audit examination of the Carroll 


ended June 30, 
1987. [Frankfort, 1988] 
Auditing--Kentucky 


9624 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Count of the ... audit examination of the Carter 
Fiscal Co’ fiscal year ended June 30, 
rankfort, 1988] 21 1. 


9625 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the_... audit examination of. the 
Department of Education made as part the 
single audit of the of 
Kentucky, for the year ended June 30, 1987. 
[Frankfort, 1988] 64 I. 


Auditing--Kentucky 


9626 
OF PUBLIC ACCOUNTS. 
. audit examination of the Estill 
year ended June 30, 
1988] 


9627 

KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 

Report of the ... audit examination of the Finance 
Administration Cabinet 

statewide single 

ey for the year 

[Frankfort, 1987] 26 1. 


Auditing--Kentucky 


9628 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 
Gingerbread Day Care Center child aoe 
program. ment number 034 FOS 999, for the 
riod A 1987 through September 30, 1987. 
[Frankfort 1988} 9 1. 


Auditing--Kentucky 


June 30, 


9629 
. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Grayson 
County fee officials: county clerk, sheriff, 
calendar year 1987. [Frankfort, 1988 988} 8 1. 


Auditing--Kentucky 


9630 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 
is a Center child food 

A25 999, the 


ober number 


9631 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 


Harrison unty Fiscal Co year ended 
June 30, 1987. [Frankfort, 1988] 23 I. 
Auditing--Kentucky 


9632 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Indian 
Acres Day Care child care program 
agreement number 105 B70 999, for the peri 

ctober 1, 1986 through September 30, 1987. 
[Frankfort, 1988] 6 1. 


Auditing--Kentucky 


9633 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the It’s a 
Smail World child care food program, agreement 
number 024 C95 999, for the period October 1, 
1988) September 30, 1987. [Frankfort, 


Auditing--Kentucky 


9634 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
the ... audit examination of the Leslie 
Cou 3130 1 fiscal year ended June 30, 
1987. 1988 


Auditing--Kentucky 


9635 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the .. audit examination of the Letcher 
10 calendar year 1986. [Frankfort, 


Auditing--Kentucky 


9636 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
of the ... audit of the Madison 


Fiscal ended June 30, 
Frankton, 
Auditing--Kentucky 


9637 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report ,* a .. audit examination of the 
Magoffin Fiscal om, year ended 
June 30, 1987, "Frankfort, 1988] 26 p. 


Auditing--Kentucky 


9638 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Mercer 
County fee officials: count clerk, sheriff, 
calendar year 1987. [Frankfort, 1988] 7 1. 


Auditing--Kentucky 
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9639 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Natural 
Resources and Environmental Protection Cabinet 
made as of the statewide single audit of the 
Commonwealth of Kentu for the year ended 
June 30, 1987. [Frankfort, 1 38 1. 


Auditing--Kentucky 


9640 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Nelson 
County fee officials: county clerk, sheriff, 
calendar year 1987. [Frankfort, 1988] 7 1. 


Auditing--Kentucky 


9641 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Nelson 
County Fiscal Cou iscal year ended June 30, 
1987. (Frankfort, 1988] 24 1. 


Auditing--Kentucky 


9642 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 
Nicholas County Fiscal Court, fiscal year ended 


fi 
June 30, 1987. [Frankfort, 1988] 28 1. 
Auditing--Kentucky 


9643 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Oldham 
County fee officials; county clerk, sheriff, 
calendar year 1987. [Frankfort, 1988] 8 1. 


Auditing--Kentucky 


KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Play ‘N’ 
Learn Preschool child care food program 
eement number , for the peri 
ctober 1, 1986 through September 30, 1987. 
[Frankfort, 1988] 4 1. 


Auditing--Kentucky 


9645 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of _ the audit examination of _ the 
Playhouse Day Care Center child care food 
program, agreement number 034 G70 999, for the 
period October 1, 1986 through September 30, 
987. (Frankfort, 1988] 10 1. 


Auditing--Kentucky 

9646 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Powell 
County Fiscal com, fiscal year ended June 30, 
1987. [Frankfort, 1988] 23 1. 


Auditing--Kentucky 


9647 
CKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the .. audit, examination of the Scott 
County Fiscal Sate fi year ended June 30, 
1987. (Frankfort, 1988] 30 1. 


Auditing--Kentucky 


KENTU! 


9648 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the .. audit examination of the | 
County fee officials: county. clerk, sheriff, 
calendar year 1987. [Frankfort, 1988} 7 1. 


Auditing--Kentucky 


9649 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the... audit examination of _ the 
Snooky’s Day Care Center child care food 
program, eement number 030 L80 999, for the 
riod October 1, 1986 through September 30, 
987. [Frankfort, 1988] 6 1. 


Auditing--Kentucky 


9650 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the Warren 
County fee officials: county clerk, sheriff, 
calendar year 1987. [Frankfort, 1988} 6 1 


Auditing--Kentucky 


9651 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit examination of the 
Woodford County fee officials: county clerk, 
sheriff, calendar year 1987. [Frankfort, 1988] 7 1. 


Auditing--Kentucky 


9652 

KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the compilation of management 
letters related to nonprincipal and nonmajor 
program State agencies made as part of the 
statewide single audit of the Commonwealth of 
Kentucky for the year, ended June 30, 1987 
[Frankfort, 1988] various pagings. 


Auditing--Kentucky 
KENTUCKY. DEPT. FOR SOCIAL SERVICES. 
Community services block grant, fiscal year 1989. 
Frankfort [n.d.] various pagings, ill. 

; 621356 
Economic assistance, Domestic--Kentucky 
Block grants--Kentucky 


KENTUCKY. 
Bra 


Foster home care--Kentucky 


795 
9654 
PT. FOR SOCIAL SERVICES. 
m_M m M: 
oster care status report, 
uly 84- July 88. [Frankfort] 1988. [8] 1. 


Monthly Checklist of State Publications Vol. 80, no. 6 


9655 
KENTUCKY. DEPT. OF HIGHWAYS. 


Morgant Butler County, Kentu 
drawn Jo A. White. Prepared cooperation 


Fe, eral Highway 987 ed. 
{Erankfert, nea col map on sheet 88 x 70 cm. 


Road maps--Kentucky 


9656 
KENTUCKY. DIVISION OF AGING SERVICES. 
Serving Kentucky's elderly. Frankfort, 1988. 29 1. 


Aged--services--Kentucky 


9657 
KENTUCKY. DIVISION OF CHILDREN’S 
RESIDENTIAL SERVICES. Services directory. 
[Frankfort] 1988. iii, 28 1. ill. 


Social work with youth--Kentucky 


9658 
KENTUCKY. DIVISION OF FAMILY SERVICES. 
Foster parent handbook. [Frankfort] 1988. 41 p. 


Foster parents--handbooks, manuals, etc.-- 
Kentucky 


9659 
LOUISIANA. AGRICULTURAL 
STATION, Drying hardwoods 
intergrati sic] so) wood _ energy, 
dehumidi vin T. Choong’ and 
Carolyn B. aton y 1989. 32 p. ill. 
(Bulletin 


Hardwoods--drying 


9660 
LOUISIANA. AGRICULTURAL EXPERIMENT 
STATIO = Effects of fertilizer 
nitro an on 
oars grown plain 
Jr. {Baton Rouge] 1989. 31 p. 
(Bulletin 797) 


Nitrogen fertilizers 


9661 
LOUISIANA. AGRICULTURAL 
STATION, Moreland: a pecan for 
Louisiana and the utheast [by] R. O’Barr 
and others. Baton Rouge 1989. 18 p. 
Circular 129) 


Pecan--Louisiana 
Pecan--Southeastern States 


9662 
LOUISIANA. EXPER 


al statistics 

ouisian. 8 ] Hector O. 
Zapata, Si Steve S. Kelly David Frank. [Baton 
1988. iii, 50 p. A. information series 


89-621357 
Agriculture--statistics--Louisiana 


9663 


jected agricultural 
enterprises, Louisiana, °1989. [Baton Rouge] 1989. 
various gings. ill, (A.E.A. information series 
moOined re) 
89-621358 
Farm produce--economic aspects--Louisiana 


9664 
LOUISIANA. DEPT. OF EDUCATION. ream, “af 
rocedure manual. [Baton Rouge, n.d.J v, 301. ill. 
Bulletin 1794) 


ext-books--handbooks, manuals, etc.--Louisiana 


9665 
LOUISIANA. DEPT. OF REVENUE AND 
TAXATION. Motor vehicle sales tax. [Baton 
Rouge, n.d.] folder. 


Automobiles--purchasing--Louisiana 
Sales tax--Louisiana 


9666 
LOUISIANA. DEPT. OF AND 
TAXATION. Restaurants, lounges, and _ nightclubs. 
[Baton Rouge, n.d.] 14 p. 


Restaurants, lunch rooms, etc.--Louisiana 
Sales tax--Louisiana 


9667 
LOUISIANA. DEPT. OF REVENUE AND 
TAXATION. Sales tax: flea markets, craft shows, 
itinerant vendors. [Baton Rouge, n.d.] folder. 


Sales tax--Louisiana 


9668 
LOUISIANA. DEPT. OF REVENUE AND 
TAXATION. Sales tax: furniture and appliance 
dealers. [Baton Rouge, n.d.] 17 p. 


Sales tax--Louisiana 

INTROL AND 
COMMISSION. Put a lid on litter in 

Louisiana. [Baton Rouge] 1988. 16 p. ill. 


Litter (Trash)--Louisiana 


9669 
LOUISIANA. LOUISIANA LITTER CO 
RECYCLING 


796 
| 
| 
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9670 
LOUISIANA. NORTHEAST LOUISIANA 
VOCATIONAL SCHOOL, Wi Northeast 
Louisiana Vocational School, innsboro-Franklin 
Parish-Louisiana; a State institution involved in 
the development and training of individuals in 
vocational and _ technical skills required for 
employment. [Rev. Winnsboro, n.d.} 39 p. ill. 

n ~ Working to "help you achieve your 
career goals, 


Vocational education--Louisiana 


9671 
LOUISIANA. OFFICE OF SOLID AND HAZARDOUS 
WASTE. Department of Environmental Quality, 
Office of Solid & Hazardous Waste FY 88 budget. 
[Baton Rouge, 1987] 149 p. 


Refuse and refuse disposal--Louisiana 
Hazardous wastes--Louisiana 


9672 
LOUISIANA. OFFICE OF SPECIAL EDUCATIONAL 
severely handicap oo by Judith Johnson 
Foil. [Baton Rouge n.d.) 35 p. ill 


Parents of handicapped children 


9673 
MAINE. AGRICULTURAL EXPERIMENT STATION, 
Experimental stream of Bi. 
or human — black fy management in a 
recreational area, K. Elizabeth [and 
others. Orono, 1988] iv, 15 p. ill. (Technical 
bulletin 133) 


Simuliidae--control--Maine 


9674 
MAINE. BUREAU OF AGRICULTURAL 
MARKETING. 1988 Maine farmers’ markets. 
[Augusta, n.d.] folder. 


Farm produce--marketing--Maine 
Direct selling--Maine 


9675 
MAINE. [BUREAU OF HUMAN RESOURCES] 
Analysis Division. Maine State government j 
classification plan, human_resources. [Augusta] 
1988. 9, 71 p. 
Civil service positions--classification--Maine 

9676 
MAINE. BUREAU OF LABOR STANDARDS. 

Census of Maine 


manufactures. ugusta] v, 59 p. ill. annual. 
(BLS [bulletin] #612) 
73-641481 


Manufactures--statistics--Maine 


9677 
MAINE. BUREAU OF LABOR STANDARDS. 
h i 
injuries and i win aine. J ~~ 
cooperation with S. Bureau of tatistics. 
Augusta. 76 p. ill. (BLS Pee 614) 


Industrial 
Occupational diseases--statistics--Maine 


9678 
MAINE. [BUREAU OF MAINE’S ELDERLY] Maine 
i grandparent program. [Augusta, n.d. 
p 
Foster grandparents--Maine 
9679 

MAINE. BUREAU OF a ae ELDERLY. Maine 
State foster grandparent program reaching out. 
Sen a, Bureau of Maine’s Iderly, Maine State 
oster Grandparent Program, n.d.] folder. ill. 


Foster grandparents--Maine 


9680 
MAINE. BUREAU OF PARKS AND RECREATION. 


nowmobile [Division] Snowmobile grant 
program. Augusta [n.d.] folder. 


9681 
MAINE. BUREAU OF SOCIAL SERVICES. State 
child welfare services _ plan. 1084/85, [Augusta] 


61 p. ill. 

86-655894 
Child welfare--Maine | 
Family social work--Maine 


9682 
MAINE. BUREAU OF TAXATION. Farm and open 
space tax law. Augusta, 1988. 5 p. (Property tax 
bulletin no. 18) 


Farms--valuation--Maine 


9683 
MAINE. BUREAU OF TAXATION. Florists. —_ 
oe) 4 p. (Sales and use tax instruction b 


Florists--Maine 
Sales tax--Maine 
Use tax--Maine 


9684 
MAINE. BUREAU OF TAXATION. Significant 
revisions to the Maine sales and use tax law, 1988 
(se eine session through May 5, 1988. Augusta 
Pp. 


Sales tax--Maine 
Use tax--Maine 


9685 
MARS. = Office_of 


Data processing service centers--Maine 
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9686 
MAINE. DEPT. OF CONSERVATION. So you want 
to buy a_ portable sawmill? [Written by Peter R. 
Lammert in association with the Northeast Forest 
Products Utilization and Marketing specialists. 
Augusta, 1987?] folder. 


Sawmills 


9687 
MAINE. DEPT. OF ECONOMIC AND COMMUNITY 

Maine, we're the future — 
[Augusta, c1988] 31 p. ill 


Industrial promotion--Maine 


9688 
MAINE. DEPT. OF ENVIRONMENTAL 
PROTECTION. pter 50 fee edule [effective 
date: July 27, 1988. Augusta, 1988] 10, 3 p. 


User charges--Maine 
Environmental protection--Maine 
Administrative agencies--rules and practice--Maine 


9689 
MAINE. DEPT. OF HUMAN SERVICES. Guidelines 
for contraception for women with diabetes 
mellitus. Portland, Maine Diabetes in Prsenaney 
Program Control Project, De 
Human Services, 1988. 2] p 


Diabeti 
Contraceptives 


9690 
DEPT. OF HUMAN SERVICES. Maine 

guide for gestational Portland, Maine 
Project “Dare. at — [Maine Diabetes 
ae pt uman Services, 1987. 


Diabetics 
Pregnancy, Complications of 


9691 
MAINE. DEPT. OF HUMAN SERVICES. Maine 
guide for preconceptual care of the woman with 
insulin-dependent diabetes mellitus. Portland, 
Maine Diabetes in Pregnancy Program Maine 
Diabetes Control Project, Dept. of Human 
Services, 1988. 2] p. 


Diabeti 
Pregnant women 


9692 
MAINE. DEPT. HUMAN 


in : Pt] 1. Initial 
findin Michael [and others. 
Augusta] 1988. iii, 17 p. ill. 


89-621362 
Children--mortality--Maine 


9693 
MAINE. DEPT. OF HUMAN SERVICES. 
Mortality 


morbid Mane r ind 

worke 984-1986, Bohald dR, an 

Ellen M. 1988. vii, 34 p. (Maine 

occupational health surveillance resource series) 
89-621363 


Paper industry workers--Maine 
Industrial ustrial hygiene--Maine 


9694 
MAINE. DIVISION OF ADULT SERVICES. Home 
based care annual 1987/88. [By 
Charles B. O’Neill. Augusta] 8 1. ill. 


Home health care--Maine 


9695 
MAINE. HEALTH POLICY ADVISORY COUNCIL. 
Documenting the “nursing shortage": a_ study of 
the Maine and national information from 1977 


J. M. Lambrew. [Augusta] 1988. 
[byl 


Nurses--supply and demand--Maine 


9696 
MAINE. HISTORIC PRESERVATION COMMISSION. 
Restoration grants manual, effective spring, 1986. 
Rev. Augusta, 1988. 27 p. 


Historic buildings--conservation and __restoration-- 
aine 
Grants-in-aid--handbooks, manuals, etc.--Maine 


9697 
MAINE. INTERAGENCY TASK FORCE ON 
ASBESTOS. Asbestos and the homeowner. 
[Augusta, n.d.] unpaged. ill. 


Asbestos in building 


9698 
MAINE. LAND USE REGULATION COMMISSION. 
Land use districts and standards for areas within 
the jurisdiction of the Maine Land Use Regulation 
Commission; Chapter 10 of the commission’s 


and regulations. Rev. ae iti, 124 p. 


Land use--Maine 
Administrative agencies--rules and practice--Maine 


MAINE. LAWS, STATU’ ETC. Site location of 
en law, Title 38, Sections 481-490. 
[Augusta, n.d.] 81 p. 


Land use--law and legislation--Maine 
protection--law and __legislation-- 
aine 


resources 
Chapter 
Protection anuary 11, 1989, 


Februar is 1989. Augusta Dept. 


Wetland conservation--law and legislation--Maine 
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LAWS, STATUTES, ETC. State of Maine 
laws relating permits to carry concealed 
firearms. Augusta, Maite State Police, 1988. 12 p. 


Firearms--law and legislation--Maine 


9702 
MAINE. LAWS, STATUTES, ETC. State of Maine 


laws __relatin investigators. Augusta, 
Maine State Police. 1988. 15 


Police, Private--law and 


9703 
ILATURE. Quick facts about Maine. 
August [a p. ill. 


vailable from: Ed Pert, Clerk of the House, 
State House Station #2, Augusta, Maine 04333. 


Social history--Maine | 
Economic history--Maine 


9704 
MAINE. LEGISLATURE. Study of recycling options 
"At ead i title: State of Maine, 113th 
Legislature, second regular session. 


Refuse and refuse disposal--Maine 
Recycling (Waste, etc.)--Maine 


9705 
MAINE. LEGISLATURE. i 
on. Taxation. Report... regarding tax ture 
review, sales tax exemptions. —— 1987 
At head of title: State of Maine, 113th 
Legislature. 
89-621364 


Sales 
Expenditures, ic--Maine 
Taxation, Exemption from--Maine 


9706 
MAINE. OFFICE OF ALCOHOLISM AND DRUG 
ABUSE PREVENTION. Regulations for 
ng of substance abuse treatment 
faci est in the State of Maine. Augusta [1988] 
iv, 

89-621387 
Substance abuse--treatment--Maine 


Administrative agencies--rules and practice--Maine 


9707 
MAINE. OFFICE OF ee AND DRUG 
ABUSE PREVENTION. A report on driving under 
the influence of alcohol, operating after license 
Suspension and _ habitual revocation 
violations. 6th; 1987. Prepared by. Human _ Services 
Development Institute, Public Policy and 
Management Program, University of Southern 
Maine. [Augusta] i, 25 1. annual. 
On cover: te Statistical report. 


88-658510 
Drunk driving--Maine 


9708 
MAINE. SALES TAX SECTION. Sales and use tax 
general information. [Rev.] Augusta [1988] 10 p. 


Sales tax--Maine 
Use tax--Maine 


MAINE. SPECIAL COMMISSION ON BOATING. 
Final report of the Maine S$ Commission on 


Boating. Augusta, Office o apie and 
Analysis, 1989. various pa nes 
Commission create r 
session of the 113th Legislature enacting 
Resolves of 1987, Chapter 111 

89-621365 


Boats and boating--Maine 


9710 
MAINE. STATE PLANNING OFFICE. i 
The Maine economy: year end review 


outlook, 1988. Charles S$. Col Stephen J. 
Adams, and Ga Rose. “Augusta}” 1988 1 18 p. 


Economic history--Maine 


9711 
MARYLAND. ATTORNEY GENERALJ[’S OFFI 


Antitrust Division. Attorney general’s review 
antitrust implications of the powers and conduct 


of Maryland’s occupational licensing and 
regulatory boards; on_the Maryland State 
Board of Podiatric Medical Examiners. Baltimore, 


1988. 19 p. 

89-621367 
Competition, Unfair--Maryland 


9712 
MARYLAND. ATTORNEY GENERAL'S 


merchant’s guide to consumer protection. 
[Baltimore, n.d.]25 1. 


Consumer protection--Maryland 


9713 
BOARD OF 


REVENUE ESTIMATES. 

eport on the estimated revenues. 
198 /89-1989 /90. [Annapolis] 23 1. ill. 
83-644932 


Revenue--Maryland 
Tax revenue estimating--Maryland 


9714 
MARYLAND. COMMISSION ON HUMAN 
RELATIO Maryland Commission on Human 
Relations evaluation report for existing 
regulations. [Baltimore, n. 


Human rights--Maryland 
agencies--rules and practice-- 
an 
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9715 

MARYLAND. COMMITTEE TO STUDY 
SENTENCING AND CORRECTIONAL 
ALTERNATIVES FOR WOMEN CONVICTED OF 
CRIME. Governor’s Committee to Study Sentencing 
and Correctional Alternatives for Women 
Convicted of Crime, State of Maryland; 
report. [Annapolis] 1988. vi, 37 1. + é : 

passed “by ‘the 1986 General "Assembly ‘of 
no. ne} m 


89-621368 


? 


Female offenders--Maryland 
Sentences (Criminal procedure)--Maryland 


9716 
MARYLAND. DEPT. OF AGRICULTURE. Telephone 
assistance directory, 1989. [Annapolis, n.d. 3] p. 


Tele e--directories--Maryland 


9717 

MARYLAND. DEPT. OF BUDGET AND FISCAL 
PLANNING. Divisi i 

Review of the Juvenile Division, Ice 0 
the Clerk, Circuit Court for Baltimore City. 
[Annapolis] 1988. v, 36 p. ill. 

89-621369 

Juvenile justice, Administration of--Maryland-- 
Baltimore 


9718 
MARYLAND. DEPT. OF BUDGET AND FISCAL 
PLANNING. Divisi M: i 


i Review of the Office of Minority airs. 
nnapolis] 1988. ii, 70 p. ill. 


_  89-621370 
Administrative agencies--management--Maryland 


9719 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
evaluation, Board of Trustees for the Ener, 
Overcharge Restitution Trust Fund. [Annapolis 
1988.9 p. ill. 


Energy policy--Maryland 
Sunset reviews of government programs--Maryland 


9720 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
evaluation, Governor’s Council on Adolescent 
Pregnancy. [Annapolis] 1988. 6 p. 


Teenage pregnancy--Maryland 
Sunset. of povermncat programs--Maryland 


9721 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
evaluation, Maryland Racing Commission, 
Maryland-Bred Race Fund, Standardbred Race 
Fund. [Annapolis] 1988. 12 p. 


Horse-racing--Maryland 
Sunset reviews of ~<a programs--Maryland 


9722 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
evaluation of the State Board of Barber Examiners 
— State Board of Cosmetologists. [Annapolis] 
. 11 p. 


Barbers--Maryland 
Beauty culture--Maryland 
Sunset reviews of government programs--Maryland 


9723 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
—. State Athletic Commission. [Annapolis] 
.7 p. 


Athletics--Maryland 
Sunset reviews of government programs--Maryland 


9T2A 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
——, State Board of Inspection of Horse 
Riding Stables. [Annapolis] 1988.7 p. 


Stables--Maryland 
Sunset reviews of government programs--Maryland 


9725 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
evaluation, State Board of Well Drillers. 
[Annapolis] 1988. 12 p. ill. 


Well drillers--Maryland 
Sunset reviews of government programs--Maryland 


9726 
MARYLAND. DEPT. OF FISCAL SERVICES. Mini- 
= State Tobacco Authority. [Annapolis] 
.8 p. 


Tobacco industry--Maryland 
Sunset reviews of government programs--Maryland 


9727 
MARYLAND. DEPT. OF HEALTH AND MENTAL 
HYGIENE. Developmental Disabilities 
Administration’s _ initiative: persons with mental 
retardation; meeting behavioral and mental health 
needs. [Baltimore, 1989. 1] 1. 


Mental retardation services--Maryland 


9728 

MARYLAND. DEPT. OF HEALTH AND MENTAL 
HYGIENE. H Educational 
materials catalogue for acquired immune deficiency 
syndrome. [Prepared for the 

mmittee for AIDS Education of the Marylan 
State Dept. of Education. Baltimore] 1987. 
unpaged. 


AIDS (Disease)--bibliography 
9729 
MARYLAND. DEPT. OF LEGISLATIVE 


REFERENCE. Report on the Senate Bill 1: 
business occupations article. fa. 1989. 44 p. 
89-621371 


Occupations--Maryland 
Delegated legislation--Maryland 
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9730 
MARYLAND. DIVISION OF FISCAL RESEARCH. 
Maryland horse racing historical overview 
Melanie Wenger and Steve Ports] 
nnapolis, 1988. iv, 43 p. 


89-621372 
Horse-racing--Maryland 


9731 
MARYLAND. DIVISION OF LABOR AND 
INDUSTRY. Annual report. 1988. [Baltimore] 


ii, 102 p. ill. 

16-645484 
Industrial relations--Maryland 
Labor and laboring classes--Maryland 


9732 
MARYLAND. FOREST, P. AND WILDLIFE 
SERVICE. Rare, threatened and endangered plants 
of Maryland [by Maryland Natural Heritage 
Program, and Wildlife Service. 
nnapolis, n.d.] unpaged. 

89-621373 

Rare plants--Maryland 
Endangered species--Maryland 


MARYLAND. GOVERNOR. The Maryland State 
budget in brief. 1989/90. “[Annapolis] 


p. 
Report year ends June 30. 
53- 


Budget--Maryland 
State essays, lectures-- 
Marylan 


9734 
MARYLAND. GOVERNOR’S TASK FORCE TO 
STUDY THE STATE ACCIDENT FUND. Report of 
the Governor’s Task Force to Study the State 
Accident Fund. [Annapolis, 1988] 35 1. ill. 

Task force appointed Governor _ Schaefer 
through Chapter of the Laws of 1987 enacted 
by the 1987 General Assembly. 

89-621374 
Workers’ compensation--Maryland 


9735 
MARYLAND. HIGHER EDUCATION LOAN 
CORPORATION. Annual report. 1986/87. 
[Baltimore] 23 p. ill. 


Student aid--Maryland 

9736 
MARYLAND. INCOME TAX DIVISION. Summary 
report. 1987. [Annapolis] 54 p. oon 


Income tax--Maryland 
Tax returns--Maryland 


9737 
MARYLAND. INSURANCE DIVISION. Report of the 
Maryland insurance commissioner on the medic 
malpractice closed claim to the Legislative 
Policy Committee. [Baltimore] 1988. 6 1. 


Insurance, Malpractice--Maryland 


9738 

MARYLAND. LAWS, STATUTES, ETC. Retail sales 
tax act, Article 81, §§324-371, Annotated code of 
Maryland; Use tax act, Article 81, §§372-401, 
Annotated code of Maryland; Tax _ procedures, 
Article 81, §§472-483, Annotated code of 
Maryland; regulations, Title 03.06.01.01-.87, 
of Maryland regulations. Baltimore, Comptroller of 
the Treasury, Retail Sales Tax Division, 1988. 
ii, 112, 15 p. 


89-621385 
Sales tax--law and legislation--Maryland 


9739 
MARYLAND. MARYLAND WATER RESOURCES 
RESEARCH CENTER. Annual report. 23d; May 1, 
1987/Apr. 30, 1988. College Park. i p. ill. 
sia87- 
Water resources development--Maryland 
Research institutes--Maryland--College Park 


9740 
MARYLAND. OFFICE OF TOURISM 
DEVELOPMENT. Maryland meeting and convention 
planner’s guide. [Baltimore, n.d.] 23 p. ill. 


Convention facilities--Maryland 
Hotels, taverns, etc.--Maryland 


41 
COMMISSION. Annual 


MARYLAND. PAROLE 

report. 1987/88. Baltimore. 37 1. ill. 
83-644728 

Parole--Maryland 


9742 
MARYLAND. REGIONAL PLANNING COUNCIL. 
Socio-economic projections, regional 
distri Baltimore ‘region, 1980-2010. Baltimore 
[1988] 18 Lill, 
On cover: Decision points, data release. 
$10.00. 


89-621376 
Social history--Maryland 
Economic history--Maryland 


9743 
MARYLAND. SOCIAL SERVICES 
ADMINISTRATION. Social services in Marylan 
social services block grant July 1, 1988- 
= 30, 1989. [Baltimore, 1988] 30 p. 
ree. 


89-621377 
Social service--Maryland 
Public welfare--Maryland 


44 
BOARD OF DENTAL 
_— Annual report. 1987/88. Baltimore. 


Dentistry--Maryland 


97: 
MARYLAND. STATE 


9745 
MARYLAND. STATE BOARD OF EDUCATION. 
Maryland State Board of Education, 1988-1989. 
[Baltimore, 1988?) folder. ill. 


State boards of education--Maryland 
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9746 


Pro 
echnical report: Maryland of citizer 
skills, winter 1988 a ~ i report C- 
Baltimore, 1988. 18 I. 

On cover: MFTP, Maryland functional _ testing 
rogram, a com nent of Project Basic _ for: 
assessment of basic and _ citizenship skills 
identification for appropriate assistance, and 
certification for graduation. 


Citizenship 
Educational tests and measurements--Maryland 
Basic education--Maryland 


9747 
i pram 


‘ writing test- 
winter 1988 report W-88. 
Baltimore, 1988. 26 1. 

On cover: MFTP, Maryland functional _ testing 
rogram, a com nent of Project Basic _ for: 
assessment of basic and _ citizenship skills 
identification for assistance, and 
certification for graduation 


Authorship 


Educational tests and measurements--Maryland 
Basic education--Maryland 


9748 

MARYLAND. STATE DEPT. OF 

Offi f Man em n Info 

alary 1988/89. Betta ic 00 
em essionals. unpaged. 

— 86-645876 


Teachers--salaries, etc.--Maryland 


9749 
MARYLAND. STATE HIGHWAY 
Combined location/design public hearin Ae 
Route 4 at Maryland 
October 13, 1988... [at] fap. 
Conference Reporting 8 
3, 2, 2 p. ill. 


cover: Transcript. 


Highway planning--Maryland 


9750 
MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Intersections. and driveways new freeway ramps: 


the state of the art [final re ien-M 
Chiu, Everett C. Caren and” Paul Ide 


College Park, Transportation Studies Center, 
University of Maryland, 1 -ii, 32 p. ill. 


On cover: State Highway Administration 
research re 
MD-88/ 


and intersections 
Driveways 


9751 

MARYLAND. TASK FORCE ON DRUNK AND 
DRUGGED DRIVING. General Assembly of 
Maryland report of the Task Force on D and 
Drugged Driving, 1988 interim. the 
Legislative ivision, Dept. Legislative 
Reference. Annapolis, 1988] Viii, p. ill. 

Task force established by Joint Resolution 
no. 15 ye by Governor William Donald 
Schaefer, 

21401 90 State Circle, 


89-621375 
Drunk driving--Maryland 
Automobile drivers--drug use--Maryland 


9752 
MARYLAND. TASK FORCE ON RETAIL 
SECURITY. [Final report of the] Governor’s Task 
a on Retail Security. [Annapolis] 1988. 27 1. 


Task force established by Governor Schaefer in 
September 1987. 
89-621378 


Stores, Retail--security measures--Maryland 


9753 
MARYLAND. 


Acid deposition and its effects in M 
guide to issues and _ resources. 1988. 
89-621379 


Acid deposition--Maryland 


MARYLAND. OF MARYLAND, 


ouncil on Competitiveness member survey; 
roject # X-1 prepared by Donald F. Norris. 
ege Park, 1688 


Competition 
International business enterprises 


9755 
MARYLAND. UNIVERSITY [AT 
Health n br 

he: Regional Medical Library 


document’ delive 1 
Ba timore, 1 folder. ill. 


Library information networks 
loans 


MASSACHUSETTS 


9756 
MASSACHUSETTS. APPELLATE TAX BOARD. 
Annual report. 1987/88. Boston. unpaged. 

Report year ends June 3 


Taxation--Massachusetts 


-63163 
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= 
| 
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9757 
MASSACHUSETTS. BOARD OF CONCILIATION 
Annual report. 10ist; 1986/87. 
oston 


Report ends June 30. 
22-4784 
Arbitration, Industrial--Massachusetts 


9758 
MASSACHUSETTS. CABLE TELEVISION 
—— ON. Annual report. 1986/87. [Boston] 
p. 1 


Cable television--Massachusetts 


9759 
MASSACHUSETTS. DEPT. OF CORRECTION. 
Information for county personnel. 
[Boston, 1987] 19 


Correctional personnel--handbooks, manuals,  etc.-- 
Massachusetts 


97160 
gg DEPT. OF EDUCATION. 
Division _ of cul m I The 


stu ent what to = and 
what is e Hoe. Meteo the 
assistance as Metco Student 
by the Bureau perational Support, 
pt. of Education in “al ration 
Chapter 636 Unit, Bureau of School Programs. 


School integration--handbooks, manuals, etc.-- 
Massachusetts 


Minorities--education--handbooks, manuals,  etc.-- 
Massachusetts 


9761 
MASSACHUSETTS. DEPT. OF EDUCATION. 


for. Gifted _and-—Talented. Fulfilling the promise: 
enrichment strategies for the regular 


written by Janis R. pen. Quincy 


Issued by the Bureau of Support, 
Dept. of Education. 


Gifted children--education 
Talented students 


9762 
DEPT. OF EDUCATION. Office 
M Inf i acts 
m Russ 


Issued by the Bureau of ational Support, 
Dept. of Bdacation. Oper 


Schools--Massachusetts 


9763 
MASSACHUSETTS. DEPT. OF FOOD AND 
AGRI we * The Massachusetts farm-and-food 


tem: fi framework, 1989-1993. 
[Boston] 1988. 52. p. + ed 
89-621359 


Agriculture--Massachusetts 
Land use, Rural--Massachusetts 
Farm produce--marketing--Massachusetts 


MASSACHUSETTS. DEPT. OF 
Report. 1986/87. [Boston] 21 p ill. 
Public works--Massachusetts 


MASSA\ 

LOAN 

ursuant to Corr. Lows, Chapter 167, 
= 15A. [Boston] 1988. 23 p. 


Investments--Massachusetts 


9166 
MASSACHUSETTS. IVISION OF CAPITAL 
PLANNING AND PERATIONS] 


Programming. The child care center 
written an Garrett [ 


others. Boston] 1987. 45 1. 


Day care centers 


The of Real 


Public lands--Massachusetts 


9768 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
ae Atlantic cod ae R. Ross, 
Laura A. Thorpe, and_ Robert Biagi. Boston, n.d. 
4] ill. fisheries series) 

ssued he Cooperative Extension 
in cooperation with 
University of Massachusetts, Cooperative 
ension. 


Atlantic cod 
Marine fishes--Massachusetts 


9169 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: Atlantic mackerel [by Michael R 
Ross, Laura A. Thorpe, and Robert C. Biagi. 
Boston, n.d. 4] p. ill. (Marine recreational 
fisheries series) 

Issued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Mackerel 
Marine fishes--Massachusetts 
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9710 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: black sea bass [by Michael R. 
Ross, ura and Robert C. Biagi. 
Boston, n.d. 4] p. ill. (Marine recreational 
fisheries series) 
Issued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Sea bass 
Marine fishes--Massachusetts 


9771 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: bluefin tuna Michael R. Ross, 
Laura A. Tho and Robert C. Biagi. Boston, n.d. 
4} ill. (Marine recreational fisheries series) 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Bluefin tuna 
Marine fishes--Massachusetts 


9772 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: bluefish [by Michael R. Ross and 
Robert C. Biagi. Boston, nd. 4] p. ill. (Marine 
recreational fisheries series 

Issued by the ooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
ension. 


Bluefish 
Marine fishes--Massachusetts 


9773 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: cunner [by Michael R. Ross, 
Laura A. Thorpe, and Robert C, Biagi. Boston, n.d. 
4} ill. (Marine recreational fisheries series) 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Marine fishes--Massachusetts 


9714 
MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: haddock [by Michael R. Ross, 


Laura A. Thorpe, and Robert C, Biagi. Boston, n.d. 
4] ill. (Marine recreational fisheries series) 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Haddock 
Marine fishes--Massachusetts 


9TT5 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries 
Massachusetts: halibut [by Michael R. 

1 A. Thorpe, and Robert C, B Bost 

. ill. (Marine recreational fisheries series) , 

| by the Cooperative Extension 

Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Halibut 
Marine fishes--Massachusetts 


9T16 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: mako shark Michael R. Ross, 
Laura A. Thorpe, and Robert C, Biagi. Boston, n.d. 
4] . ill. (Marine recreational fisheries series) ; 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 

ension. 


Sharks 
Marine fishes--Massachusetts 


9771 

MASSACHUSETTS. DIVISION OF / 
FISHERIES. Marine_ recreational fisheries 
Massachusetts: monkfish [by Michael R. 
Laura A. Thorpe, and Robert C, Biagi. Bost 
4] e ill. (Marine recreational fisheries series) 4 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Marine fishes--Massachusetts 


MASSACHUSETTS. DIVISION OF / 
FISHERIES. Marine recreational fisheries 
Massachusetts: pollock [by Michael R. Ross, 
Laura A. Thorpe, and Robert C, Biagi. Boston, n.d. 

. ill. (Marine recreational fisheries series) : 

| by the Cooperative Extension 

Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Marine fishes--Massachusetts 


9779 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: _scup Michael R. ura A. 
Thorpe, and Robert_C. Biagi. Boston, n.d. 4] p. ill. 
(Marine recreational fisheries series) | ; 
Issued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Marine fishes--Massachusetts 
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9780 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: striped bass Michael R. Ross 
and Robert C. Biagi. Boston, n.d. 4] p. ill. (Marine 
recreational fisheries series 
Issued by the ooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Striped bass 
Marine fishes--Massachusetts 


9781 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: summer flounder [by Michael R. 
Ross, Laura A. Thorpe, and Robert C. Biagi. 
Boston, n.d. 4] p. ill, (Marine — recreational 
fisheries series) 
Issued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Flatfishes 
Marine fishes--Massachusetts 


9782 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: tautog [by Michael R. Ross, 
Laura A. Thorpe, and Robert C, Biagi. Boston, n.d. 
4] p. ill. (Marine recreational fisheries series) 7 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Marine fishes--Massachusetts 


9783 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: tomcod [by Michael R. Ross, 
Laura A, Thorpe, and Robert C, Biagi. Boston, n.d. 
4) ill. (Marine recreational fisheries series) 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Marine fishes--Massachusetts 


MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries 
Massachusetts: weakfish 
A. Thorpe. 


University 
Extension. 


Marine fishes--Massachusetts 


9785 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: white marlin Michael R. Ross, 
Laura A, Thorpe, and Robert C, Biagi. Boston, n.d. 
4] ill. (Marine recreational fisheries series) 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


White marlin 
Marine fishes--Massachusetts 


9786 

MASSACHUSETTS. DIVISION OF MARINE 
FISHERIES. Marine recreational fisheries of 
Massachusetts: windowpane [by Michael R. Ross, 
Laura A, Thorpe, and Robert C, Biagi. Boston, n.d. 
4] ill. (Marine recreational fisheries series) 

ssued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Marine fishes--Massachusetts 


9787 
MASSACHUSETTS. DIVISION OF 
FISHERIES. Marine recreational fisheries of 


Massachusetts: winter IR. 
Ross, Laura A. Thorpe, and Robert C. Biagi. 
Boston, n.d. 4] p. ill, (Marine recreational 
fisheries series) 

Issued by the Cooperative Extension 
Communications Center in cooperation with 
University of Massachusetts, Cooperative 
Extension. 


Flatfishes 
Marine fishes--Massachusetts 


MASSACHUSETTS. _EXECUTIVE OFFICE OF 
COMMUNITIES AND DEVELOPMENT. 


- Office _of 
Ener mservation. The state of energy 
conservation [written by Anne L. Reilly. Boston, 
n.d.} 16 p. ill. 

Energy conservation--Massachusetts 


9789 
MASSACHUSETTS. [GENERAL COUR Senate, 
i W. M Reasonable 


constraints: balance udgets versus deficit- 
creating tax cuts. [Boston, ow 33 1. 
89-621360 


Finance, Public--Massachusetts 


MASSACHUSETTS. MASSACHUSETTS EDUCATIO) 
LOAN AUTHORITY. Annual report. 1986/87- 
1987/88. [Boston] 2 v. ill. 

Report year ends June 30. 


Student aid--Massachusetts 


805 
9788 
e 
sued by the ooperative Extension 
Communications Center in cooperation with 
of Massachusetts, Cooperative 
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9791 
MASSACHUSETTS. PORT 
AUTHO Port of Boston year ends report. 
[Boston, 1987?] folder. ill. 


Marine terminals--Massachusetts--Boston 


MASSACHUSETTS. _[MASSACHUSETTS PORT 
AUTHORITY] Massport, 
moving New England. on, n.d.} un ill. 


Marine terminals--Massachusetts--Boston 


9793 
Our commitment to 
As FY’89, final update. 


9794 
MASSACHUSETTS. OF EDUCATIONAL 
EQUITY. _ on oyf choice 


among public schools. (Qua 988. 86 p. 


Dest of Edvcation the Bureau of Operational Support, 


Public schools--Massachusetts 


9795 
MASSACHUSETTS. OFFICE OF ENERGY 
RESOURCES. A _ community guide to energy 
resources: a comprehensive of ener 
services in the Commonwealth 


[Boston, 1988] 32 p. ill. 
Power resources--Massachusetts 


9796 
MASSACHUSETTS. OFFICE OF THE 
COMPTROLLER. reliminar 

cial report for the fiscal year ented 5 une 30, 


1988. [Boston] 1988. 25 1. 
Finance, Public--Massachusetts 


9797 
MASSACHUSETTS. OFFICE OF THE 
COMPTROLLER. Preliminary Massachusetts 
financial ented June 30, 
1987. [Boston] 1987. 22 1. 


Finance, Public--Massachusetts 


9798 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Associated Day Care Services of 

Boston, Inc. ( ] Boston, 1988. 


9799 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
of Family Institute (NFI)] 


Caption title. 
Auditing--Massachusetts 


9800 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
gee eg review of our program-results audit of 
e dam safe no. 84-503-3) 
within the artment 
Management (DEM and a of 
inventory controls over prope’ and equipmen 
Boston, 1988.9 1. 
Caption title. 


Auditing--Massachusetts 


9801 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Selected financial activities and operations of the 
Clerk-Magistrate’s Office as of December 31, 
and Office as of January 31, 
1987] Bost 
Caption Title. 


Auditing--Massachusetts 


9802 
MASSACHUSETTS. 
MASSACHUS 
Annual report. 1987 
Center for the tformi arts--Massachusetts-- 
Amherst 


OF 
erst} 18 p. 


9803 
MICHIGAN. COUNCIL FOR THE ARTS. Michigan 
art fairs. 1989. [Lansing] 69 p. annual. 


Art festivals--Michigan 


MICHIGAN. [DEPT. OF COMMERCE} Business 
taxes and incentives. [Lansing, n.d. 2] p 


Business enterprises--taxation--Michigan 


9805 
MICHIGAN. [DEPT. OF COMMERCE] Financial 
to Michigan manufacturers. [Lansing, 
p. 


loading 

9806 
ae {PEFT- OF COMMERCE] Job training. 
Occupational training--Michigan 


806 
89-621361 
| — | 
MICHIGAN 
| 
Auditing--Massachusetts 
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9807 
MICHIGAN. [DEPT. OF COMMERCE] The Michi 
labor force. Tine ing, n.d. 3] p. ill. ne — 


Labor supply--Michigan 


9808 
MICHIGAN. [DEPT. OF COMMERCE] Plastics; the 
future is in Midhiean. [Lansing, n.d.] folder. ill. 


Plastic industry and trade--Michigan 


9809 
MICHIGAN. DEPT. OF COMMERCE. i 
lopmen r Michigan plastics industry 
ectory. 


nsing, 1988. 120 p. 
Issued in cooperation with the Michigan 
Modernization Service. 


89-621320 
Plastic industry and trade--directories--Michigan 


9810 
MICHIGAN. DEPT. OF EDUCATION. for 
ity Women adventurers, 


explorers, inventors. ing} 1989. 41 p. 


Explorers, Women 
Women inventors 


9811 
MICHIGAN. DEPT. OF LABOR. A report to the 
Governor on unemployment _ insurance 
administration. [Lansing] 1988. xiv, 108 .= 
Issued in cooperation with the Dept. of 


Commerce. 
89-621321 
Insurance, Unemployment--Michigan 


9812 

MICHIGAN. DEPT. OF LABOR. 

rmati i Compensable occupatio 
injury and _ illness Michigan. 1987. 
[Lansing] vii, 110 p. ill. annual. 

ssued in cooperation with the U.S Bureau of 
Labor Statistics. 
87-654324 


Occupational diseases--Michi 
Industrial 


9813 
MICHIGAN. DEPT. OF LABOR. MIOSHA 
i ivisi occupatio 
injury and_ illness report, 

chigan. 1987. [Lansing] 52 p. annual. 

Issued in cooperation with the U.S Bureau of 


women workers, 


Labor Statistics. 
87-640350 


Industrial accidents--Michigan 
Occupational diseases--Michigan 
Woman--employment--Michigan 


9814 
MICHIGAN. DEPT. OF MANAGEMENT 
BUDGET. A i Comprehensive 
annual financial report of the State of Michigan. 
eport year ends Sept. 30. 
$n86-15420 
Finance, Public--Michigan 


9815 
MICHIGAN. DEPT. OF NATURAL RESOURCES. 
r | Michigan Department of 
atur. esources, employment opportunities: an 
equal opportunity employer. (Lansing, n.d.] 18 p. 


Conservation of natural resources--Michigan 
Civil service positions--Michigan 


9816 
MICHIGAN. DEPT. OF SOCIAL SERVICES. Data 
Report Foster care case management 
report 


t. ed. ill. . of 
Social Service. DSS publica ion 292) annual, (Dent 


Re ends in Sept. 
port year en 497710 
Foster home care--statistics--Michigan 


9817 
MICHIGAN. DEPT. OF SOCIAL SERVICES. | 
Medical assistance (Medical 
7/88. in unpaged. ill. annual. (Dept. 
€ ends in Sept. 
Medicaid--statistics-- 


9818 

MICHIGAN. DEPT. OF SOCIAL SERVICES. 
n Program statistics. 1987/83. 
ansin 4p.+ (Dept. of Social Services. 
7 publication in) 
eport ends in Sept. 
Public welfare--statistics--Michigan 


9819 
ic accident facts. Dy p. 


Traffic accidents--statistics--Michigan 


9820 
MICHIGAN. DEPT. OF TRANSPORTATION. 
Michigan lighthouses. [Lansing, n.d.] folder. ill. 
Available free from: Dept. of Transportation, 
Public Information Office, P.O. Box 30050, 
Lansing, Michigan 48909. 


Lighthouses--Michigan 


9821 
MICHIGAN. DEPT. OF TREASURY. Use tax base 
of tangible personal property affixed to real 
estate a manuvfacturer/contractor. Lansing, 
1989. 6 p. (Revenue administrative bulletin 1989-3) 


Use tax--Michigan 
Taxation of personal property--Michigan 


9822 
an. Report... 84th egisiature, 
session of 1987. Lansing, 1987. x, 121 p. ill. 
89-621322 


Housing--Michigan 
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9825 
MICHIGAN. ISLA’ Senate Agency, 
Governor anchard’s budget; summary an 


analysis of major recommendations. 1989/90 
Lansing. 145 p. ill. annual. 


Budget--Michigan 


9826 
MICHIGAN. ISLATURE] Senate. Fiscal Agency. 
State budget update; Senate Fisca gency. 


Presented to: the Appropriations 


Committee. [Lansing] 1989 
Budget--Michigan 


9827 
MICHIGAN. LIBRARY OF MICHIGAN. Key dates in 
Michigan’s black history. [Lansing, n.d.] 4 1. 


Afro-Americans--history--Michigan 


MICHIGAN. LIBRARY OF MICHIGAN. Welcome to 
the Library of Michigan. [Lansing, n.d.] folder. ill. 


State libraries--Michigan 
9829 
MICHIGAN. LIQUOR CONTROL COMMISSION. 
(one financial report. 1987/88. [Lansing] 29 p. 
‘Report year ends Sept. 30. 
Liquor traffic--statistics--Michigan 


9830 
MICHIGAN. MENTAL HEALTH ADVISORY 
COUNCIL. Annual et [Lansing] 53 p. 


Mental health services--Michigan 


9831 
MICHIGAN. MICHIGAN MODERNIZATION 
SERVICE. 


The Michigan Modernization _ Service; 
the future: we're making more of it here. 
n.d.} folder. ill. 


Industrial promotion--Michigan 


9832 
MICHIGAN. MICHIGAN STATE UNIVERSITY, East 


nstitute. mate and ior 
universi raduates of 1989, 
Patrick 4 and Philip D. East 
4 p. 


College graduates--supply and demand--Michigan 


MICHIGAN. AUTHORITY. 
Annual report. 108 1087/88. [Lansing 12 p. ill. 


Niches 


9834 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; sat ot Ma on aki 
ment anagement and Budge 
[Lansing, 1989] ii, 7 p. 


Auditing--Michigan 


9835 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Communication Support Services and 
Marketing and Public Affairs, Department of 
Commerce, January 1, 1985 through June 30, 
[Lansing, 1989} ] iii, 15 p. 


Auditing--Michigan 


9836 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Detroit Institute 
Department of Mental Health. 1985/88. [Lansing] 


iti, 25 p. 
Repurt period ends June 30. 
Auditing--Michigan 


9837 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Executive and Administrative 
Services nits, ana. Agriculture, 
. [Lansing, 


ober 1, 1986 thro Ma 
1989] iii, 16 p. - i 


Auditing--Michigan 


9838 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Handlon Michigan Uni 
Department of Corrections, July 1, 198 
wont September 30, 1988. [Lansing, 1989] 
n, p. 


Auditing--Michigan 


9839 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 


Audit report; hearing and appeal 
Department of Treastry July 1985 thr 
August 31, 1988. [Lansing, 989) iii; 


Auditing--Michigan 


808 

9823 

MICHIGAN. [LEGISLATURE. House 

a Representatives House _ Fisc: Agency Special 

Committee to Study State Parks. Report of Specia ervices. Collegiate Employment ___Resear 

to Study State Parks. n.d.} 

Vv. 

: Includes Addendum. 

Parks--Michigan 

MICHIGAN. [LEGISLATURE] Sena! select 

committee on the Advancement of the Creativ: 

Arts and Humanities. Final report of the 84th 

Legis! ature. Lansing, [5] L 

Cultural policy--Michigan 

| 

9-621323 _ 

] 

: “| 

| 
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9840 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Ionia Maximum Correctional Sa 
Department of Corrections, January 1, 987 
September 30, 19838. [Lansing, 1989] 
P. 


Auditing--Michigan 


9841 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Michigan Family Farm Develo ~~. 


=. Department of Octo 
through September 30, {Lansing, 1 +5894 
ii, 10 p. 


Auditing--Michigan 


98A2 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; Schoolcraft College, July 1, 1986 
through June 30, 1988. [Lansing, 1989] ii, 13 p. 


Auditing--Michigan 


9843 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit + ort; Southwestern Michigan College, 
a 1986 through June 30, 1 [Lansing, 
15 p. 


Auditing--Michigan 


9844 
MICHIGAN. OFFICE OF THE GREAT LAKES. 
State of the eect Lakes [annual report] 1988/89. 
48 
On cover: Celebrate the Great Lakes! 
86-644763 


Great Lakes 


9845 
MICHIGAN. STATE WATERWAYS COMMISSION. 
Michigan boat launching directory, 1989-90. 
[Lansing, n.d.] 100 p. ill. 


Launches--directories--Michigan 


9846 
MICHIGAN. STATE WATERWAYS COMMISSION. 
re harbors guide, 1989. [Lansing, 1988] 
p. ill. 


Harbors--directories--Michigan 


9847 

The Foxie Otter 
site; a = | occupation north of Lake 
Huron, by Christopher C. Hanks. Ann Arbor, 1988. 
ix, 203 p. ill. rs no. 79) 


(Archaeology)--Canada--Ontario--Fox 


e 
surveying--Canada--Ontario--Fox 


9848 
MICHIGAN. STATE bag 


etroit, n. p.1 
in cooperation with the Dept. of Public 
Wayne State University. 


Research--Michigan--Detroit 


9849 
pro agg WILDLIFE DIVISION. The 1985 deer 


season Tim F. Reis. [Lansi n.d.J 16 p. ill. 
(Wildlife report no. 3403) Ing, ] p. 


Deer hunting--Michigan 


9850 
es WILDLIFE DIVISION. The 1986 deer 
scamnme by y Tim F. Reis. [Lansing, n.d.] 16 p. ill. 
(Wildlife Division report no. 


Deer hunting--Michigan 


MINNESOTA 


Minnesota documents which are on_ microfiche 
may be purchased from the Documents Center, 117 
University, Avenue, St. Paul, MN 55125. 
Prepayment is required; deposit accounts received. 


9851 
MINNESOTA. BOARD ON AGING. Minnesota Board 
on Aging, Minnesota Legislature on 
are 


Acute Ombudsm ae pursuant to 
Minn. Stat. 256.9745. St. Paul, 1988. [2] 1. 


Aged--services for--Minnesota 
Ombudsman--Minnesota 


9852 

MINNESOTA. CHEMICAL DEPENDENCY PROGRAM 
DIVISION. Process parenting: breaking the 
addictive cycle, 1988, Develo and written by 
Carol Bonner Morgane. Ill. Stacey York. [ 
Paul, ci988] xii, 163 p.+ 

Issued in cooperation with Chrysalis, A Center 
for Women. 

On cover: A course for those who work with 
parents recovering from chemical dependency...to 
understand and address parenting issues within 
their recovery programs. 


Parenting 


9853 
MINNESOTA. DEPT. OF AGRICULTURE. The 1988 
Minnesota farmers’ market WIC coupon program; a 
sport to the 1989 Legislature. [St. ~s 1989] 


Farm produce--marketing--Minnesota 
Public welfare--Minnesota 
Child welfare--Minnesota 
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9854 
MINNESOTA. DEPT. OF AGRICULTURE. 
i By-product lime materials _ soi 
ering demonstration/research project. St. Paul, 


1989. 22 p. 
Liming of soils--Minnesota 


reinvestment act (CRA) report to the Legislature 
St. Paul [n.d.] 29, 
89-621324 


Community development--Minnesota 
Beaks toons 


A screenin 
disease amon 


un 


-related 
mwed Corporation (Cloquet 


workers and their spouses; prelimin re to 
the Minnesota Legulaterc. 1989. 
various pagings. ill. 


screeni or asbestos-related lun 
among | wed Corporation (Cloquet} 
workers and their spouses; preliminary report to 
the Minnesota Legslatere; executive summary. 
Minneapolis, 1989. vii, 6 p. ill. 


Asbestos--toxicology--Minnesota--Cloquet 
Occupational 


MINNESOTA. 

Report to the Minnesota Legislature on the 
proposed rate system for payments to intermediate 
care facilities 


for persons mental retardation. 
St. Paul, 1989. viii, 27 p. 


89-621325, 
Mentally handicapped--institutional care--costs-- 
Minnesota 


9859 
MINNESOTA. DEPT. OF 
is 1 1 
. UN ‘ 
89-621326 
Employment--statistics--Minnesota 
Labor supply--statistics--Minnesota 


Minnesota 
em ent. St. Pa 


9860 
MINNESOTA. DEPT. OF JOBS AND 


Re i oq Minnesota 
Borgel Linda Carlstedt” [and Bon Hilber 
Paul, 1989. 52 p. ill. me 


9855 
MINNESOTA. DEPT. OF COMMERCE. Community 


9861 
MINNESOTA. DEPT. OF TRADE AND ECONOMIC 
DEVELOPMENT. Profile Minnesota: our people, 
our resources, our future. [St. Paul, n.d.] 28 p. ill. 


Industrial promotion--Minnesota 
Economic development--Minnesota 


9862 

MINNESOTA. DEPT. OF TRADE AND ECONOMIC 
DEVELOPMENT. Resource Minnesota; Minnesota 
Department of Trade and Economic Development, 
guide to _ financial, technical, and information 
assistance. [Rev. St. Paul, 1988] 24 p. 


Industrial promotion--Minnesota 
Economic development--Minnesota 


9863 
MINNESOTA. HIGHER EDUCATION 
COORDINATING BOARD. Maintaining Minnesota’s 
educational advantage; an analysis of future 
higher education needs and alternative strategies 
to address them in Minnesota; executive summary, 
prepared SRI International with the assistance 
of MGT of America and [others] for the MSPAN 


Proj Minnesota Higher Education Coordinati 
Board. |St. Paul] 1989. Be p. 
Education, Higher--Minnesota 


9864 
MINNESOTA. HIGHER EDUCATION 
COORDINATING BOARD. Maintaining Minnesota’s 
educational advantage; an analysis of future 
higher education needs and alternative strategies 
to address them in Minnesota; Teport, 
prepared by Marian Stearns [and others] with the 
assistance of Kent Caruthers and [others] for the 
MSPAN _ Project, Minnesota Higher Education 
wey me Board. [St. Paul] 1989. xiii, 197, 
ul. 

Issued in cooperation with the SRI International 

and MGT of America, Tallahassee, Florida. 
89-621328 
Education, Higher--Minnesota 


9865 
MINNESOTA. HIGHER EDUCATION 
COORDINATING BOARD. Proposals on M_ span 
2000, phase I. [St. Paul] 1989. iv, 16 p. 
Education, Higher--Minnesota 


9866 
MINNESOTA. HIGHER EDUCATION 
COORDINATING BO. . Review and comment on 
maintaining Minnesota’s educational advantage 
alternative strategies. [St. Paul] 1989. iii, 29 p. 


Education, Higher--Minnesota 


istribution of nursing home beds in Minnesota. 
[St. Paul] 1989. vi, 99 p.+ ill. 


homes--Minnesota 
Aged--long-term care--Minnesota 


810 

MINNESOTA. DEPT. HEALTH. Section of 
: _Environmental _Epidcmiology | 
Asbestos--toxicology--Minnesota--Cloquet 
Occupational diseases--Minnesota--Cloquet 

9857 
. MINNESOTA. DEPT. OF HEALTH. Section 
| 
] 
| 

2 

9867 

es MINNESOTA. INTERAGENCY BOARD FOR 

WUALITY ASSURANCE. An analysis of the 1987 

- 

Minnesota 
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MINNESOTA. LOMice of] 
mate economic 
opment survey. tful comments 


from cities and coun a Patrick J. 
McCormack. St. Paul, 1989. 16 i (Sho subjects) 


Economic development--Minnesota 


MINNESOTA. MATERNAL AND CHILD HEALTH 

ADVISORY TASK FORCE. Minnesota childhood 

reduction _ initiative. Dept. of 
1988. various pagin 


Children--wounds and injuries--Minnesota 


9870 
MINNESOTA. METROPOLITAN AIRPORTS 
COMMISSION. Report to the State Loe on 
procurement and contract awards socially or 
economically disadvantaged GED), businesses, 
endar year 1988. Minneapolis [1 


Minority business enterprises--Minnesota 
Public contracts--Minnesota 


9871 
MINNESOTA. METROPOLITAN STATE 
UNIVERSITY, i 


ts, 1988. [St. Paul, 1988?] unpaged. ill. 


State universities and 
Paul 


colleges--Minnesota--St. 


9872 
MINNESOTA. 
EXCELLENCE FOUNDATION. Academic league 
St. ae Dept. ducation, 1989. 


Academic achievement--Minnesota 
Educational planning--Minnesota 


9873 
MINNESOTA. 
EXCELLENCE FOUNDATION. Annual rt to 
1988. [St. Paul) Dept. of idocation. 
+ 


Academic achievement--Minnesota 
Educational planning--Minnesota 


9874 
MINNESOTA. MINNESOTA COMMUNITY COLLEGE 
SYSTEM. Loaned Executive Active Program 


Commit a to: House Appropriations 
ONT Finance Committee. [St. Paul] 


college teachers--Minnesota 


9875 
MINNESOTA. MINNESOTA COMMUNITY COLLEGE 
SYSTEM. A_report to the House Appro we 
and Senate Finance the 
Legislature on by 
community college students. St. Paul, ‘9 


Community and college--Minnesota 
Community college students--Minnesota 


9876 
MINNESOTA. MINNESOTA COMMUNITY COLLEGE 
SYSTEM. Be ort Minnesota State 


8.10 program. [St. Paul] 
Citation: Laws of 1 
On Tx ae 988, Chapter 703, 


Teachers, Inter 
Community college 


of--Minnesota 
eachers--Minnesota 


MINNESOTA. MINNESOTA INSTITUTE FOR 
ADDICTION AND STRESS RESEARCH. 
Directors. Progress report and operations 
ubmitted to the overnor and the State 
Legislature. [St. Paul] 1989. 37 1. ill. 


abuse--treatment--Minnesota 
Alcoholism--treatment--Minnesota 
Stress (Psychology)--research--Minnesota 


9878 
MINNESOTA. OFFICE OF HEALTH 
COMPLAINTS. Annual repoit. 

e ends June 

82-645947 
Health facilities--Minnesota 


FACILITY 
1987/88. 


9879 
MINNESOTA. OFFICE OF HIGHWAY PROGRAMS. 
1988 accomplishments of the Minnesota 


metropolitan planning organizations. [St. Paul 


Transportation--planning--Minnesota 


9880 
MINNESOTA. OF, THE LEGISLATIVE 
AUDITOR. Access to 
medicaid services. St. a 1 ae p. 

89-62133 
Medicaid--Minnesota 

9881 
MINNESOTA. OFFICE OF TOURISM. Re A 
the Minnesota Legislature on re 
Publications Fund, submitted by Henry R. “Todd, 
Jr. St. Paul, 1989. [3] p. 
Tourist trade--Minnesota 

9882 
MINNESOTA. CONTROL AGENCY. 
Superfund proposed plan/fact sheet for 
site, P Brooklyn Center. [St. Paul, 1989. 4] p. ill. 
Hazardous waste sites--Minnesota 
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Superfund proposed plana ct sh 

a eet for lo erm 
drinking water Minatcota. for we in 
Lansing, Minnesota. aul, 1989. 4] 1. 


Hazardous waste sites--Minnesota 


9884 
MINNESOTA. POLLUTION CONTROL AGENCY. 


Acid precipitation 
iennia = to the "Logulature. 88. 
Paul] 


Acid precipitation (Meteorology)--Minnesota 


9885 
CONTROL 


COMMISSION. 
Telecommunications access for 


report to the Minnesota Public Utilities 
Commission. [St. Paul] 1989. various pagings. ill. 


Telecommunications devices for the deaf-- 
Minnesota 


9887 
UNCIL. to innesota Legisla 
1989. St. Paul {1983} various pagings 


College trustees--selection and appointment-- 
Minnesota 


9888 
MINNESOTA. STATE ARTS BOARD. Annual report. 
1987/88. St. Paul. 12 p. ill. 

Report year ends June 30. 


Cultural policy--Minnesota 


9889 
report to the gislature, uth em 
training planning grants. St.Paul 1989. i iii, oe 


guiating DONS and 
inneésota. Commissioned by the 


[Minneapolis] 1989. iv, 
Bromotrifluoromethane--Minnesota 
Air--pollution--Minnesota 
Ozone--Minnesota 

Atm ric ozone--Minnesota 


9891 
MISSISSIPPI. AGRICULTURAL AND 


EXPERIMENT STATION, Mississippi, Stale. 
soil in organic "matter, an 
the Mississipp Blacklan 


1 
p. ill. (Technical b as 


Soybean--Mississippi 


MISSISSIPPI. AGRICULTURAL AND FORESTRY 
EXPERIMENT STATION, Mississippi Slate, 
Herbicide application technology Mississi 
cotton [by] Charles E. Snipes, William L, 
Barrentine [and] Ral = S. Baker. [Mississippi 
State, 1989] 6 p. ill. (Bulletin 956) 


Cotton--weed control--Mississippi 


9893, 
AGRICULTURAL AND 


EXPERIMENT STATION, 
_[b 15 Ammon others. 
Mississippi g 15 p. (Technical bulletin 


161 
sf79-10524 
Oak--diseases and pests 


9894 
ISSIPPI. BUREAU OF GEOLOGY. Tishomingo 


eolo and mineral resources 
Robert Merrill, Delbert E. Gasp 


Stephen P. Je: Jackso’ 1988. 
(Bulletin 127) 


89-621338 
Geology--Mississippi--Tishomingo County. 
Mines. and mineral resources--Mississippi-- 
Tishomingo County 


9895 
MISSISSIPPI. DEPT. OF BANKING AND 
CONSUMER FINANCE. Annual report. 1988. 
Jackson. 119 p. 


Banks and banking--Mississi 


9896 
MISSISSIPPI. DEPT. OF YOUTH SERVICES. 
Annual report. 1987/88. 17 p. ill. 

Report year ends June 30 


Social work with youth--Mississippi 


9897 
MISSISSIPPI. DIVISION OF PLANT INDUSTRY. 
Mississippi certified nurseries. 1988/89. Mississippi 
State. iii, 73 p. annual. 
Report year ends Aug. 31. 


Nurseries (Horticulture)--directories--Mississippi 


812 
9883 MISSISSIPPI 
RESTRY 
Effects 
all on 
Prairie 
: 1989] 
Ss 
9892 
freatment Section, Municipal litigation Toan 
program. |St. Paul, 1989] 6 1. 
Sewage disposal plants--Minnesota 
9886 
| 
7 
Youth--em ent--Minnesota 
| 9890 
MINNESOTA. UNIVERSITY OF MINNESOT. 
inneapolis, Hubert H. Hum Institute - 
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9898 
MISSISSIPPI. EGG MARKETING BOARD. Annual 
report to the..Governor and members of the 
Low lature of Mississippi. 1987/88. Jackson. 4 1. 
eport year ends June 30. 
78-649076 
Eggs--marketing--Mississippi 


9899 
MISSISSIPPI. OFFICE OF 
FEDERAL-STATE PROGRAMS. 


Annual _ report. 
[Jackson p. ill. 
Report year ends June > as 


82-641 
Intergovernmental fiscal relations--Mississippi 


IsSissipp1 techno ros 
+ ill 
89-621339 
loyment forecasting--statistics--Mississippi 
High technology industries--Mississippi 


9901 
MISSISSIPPI. LABOR MARKET INFORMATION 
DEPT. Mississippi labor market information for 
affirmative action programs. Jackson, 1989. 


ii, 17 p. 
Emol 
oyment--statistics--Mississi 

Alfore action 


9902 
MISSISSIPPI. MISSISSIPPI JUDICIAL COLLEGE, 
Kaiverpily Guide to Mississippi youth court, by 
ichael [University] University 
of Mississippi, 1988. xi, 
Issued in with the Guide to 
Mississippi Youth Court Committee. 
89-621341 


Juvenile of--Mississippi 
Courts--Mississippi 


9903 
MISSISSIPPI. PUBLIC SERVICE COMMISSION. 
Annual report. 1987/88. [Jackson] 38 1. ill. 
Report year ends June 30. 


Public utilities--Mississippi 
9904 
MISSISSIPPI. STATE CENTRAL DATA 


PROCESSING AUTHORITY. Annual report. 1987/88. 
[Jackson] 78 p. ill. 
78-645550 


Electronic data processing--Mississippi 
Administrative agencies--automation--Mississippi 
9905 
MISSISSIPPI. STATE TAX a Service 
bulletin. 1987/88. yoy ae p. ill 
Report year ends June 
sn85-18460 
Taxation, State--Mississ: 
Expenditures, Public--Mississippi 


9906 

MISSOURI. AGRICULTURAL EXPERIMENT 

STATION, Corn soil 

insecticide evaluations. 1988. By) Jud 

er Armon 350) Keaster. [Columbia] p. 


Corn- 


9907 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION, Missouri crop performance; 
corn. 1988. rry C.] fand others. 
Columbia] 30 p. (Special re 389) 
Corn--Missouri 


9908 
MISSOURI. AGRICULTURAL EXPERIMENT 
forage, cotton, and rice (By 
Minor [and others. Columbia) 6 p. i" 


report 393) 
sf85-2143 
Forage plants--Missouri 


9909 
STATION, AGRICULTURAL EXPERIMENT 


others. Cofu aumbia] 18 p. “(Special feport re 


Sorghum--Missouri 


9910 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION, Missouri crop performance; 
soybean, 1 ry C.] yr fand others. 
Columbia] 43 p.i 


Soybean--Missouri 


9911 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION. m Water quality and _ soil 
conservation: conflicts of rights issues; report of 
seminar on Agricultural and Policy, 
College of Agriculture. and Extension Division, 
of Missouri [held] November 
. report 
conservation--congresses 
Water quality--congresses 


9912 
MISSOURI. COORDINATING BOARD FOR HIGHER 
EDUCATION. Annual report. 1988. Jefferson City. 


39 p. ill 
_  85-642210 
Education, Higher--Missouri 
9913 
MISSOURI. DEPT. OF CONSERVATION. Life cycle 
of a tree. [Jefferson City] c1988. sheet. ill. 
Trees 
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9914 
MISSOURL. DEPT. OF 
Section. Missouri’s rare and a. ered species; 
instructional unit, by Steve Shu Il. by Davi 
Besenger. | [Jefferson City] cl v, 4p. ill 
(Conse education series 


Endangered species--Missouri 


SSOURL DEPT. OF ELEMENTARY AND 
SECONDARY EDUCATION. 
Take the lead. [Jefferson City, n.d.] folder. 


Leadership 


9916 

MISSOURI DEPT. OF REVENUE. Personne! 
Missouri_tax forms package 

elferson City] iv, 197 p. annual. 


Taxation--forms--Missouri 


9917 
OF SOCIAL Social 
services oc rant st-expenditure report. 
1987/88. [Jefferson City} 7 
Social service--Missouri 
Block grants--Missouri 


9918 
MISSOURL OF ENVIRONMENT. 
ALITY. 


or 


azar ‘ous waste 
posal sites in Missouri and Hazardous Waste 
Feed, Statement of revenues 
changes in ce; annual 
/88. Jefferson "City. xviii, 185, 34, 7 p. 
"om year ends June 30. 
85-64: 


Hazardous waste sites--Missouri 


9919 
MISSOURL DIVISION OF VOCATIONAL AND 
ADULT EDUCATION. Directory of. vocational 
programs in Missouri: comprehensive high schools, 
area My schools, | 
rojects. 

Cover of vocational 


education programming; vocational 
education. 


MISSOURL td DIVISION. Missouri forest 
report. Com Ramon D. Gass 
fang) “Ch gt Jefferson City. 38 p. 


83-645171 
Forest insects--Missouri 
Trees--diseases and pests--Missouri 


9921 
MISSOURI. GOVERNOR. Time on task in 
Missouri’s public schools; a greater commitment to 
the achievement of excellence [byl Governor John 
Ashcroft. [Jefferson City] 1988. 8 


Education--Missouri 
Public schools--Missouri 


9922 
gee HIGHWAY AND TRANSPORTATION 
General way 
mapll repared in cooperation with the 
ral Highway [Jefferson City] 
1988. map on sheets 46 x 68 
Each map covers a different ¢ county, 


Road maps--Missouri 


9923 
MISSOURI. HIGHWAY AND TRANSPORTATION 
DEPT. Missouri traffic map. 
His Prepared in cooperation with the Federal 
Administration [Jefferson City] col. map 
a 


Traffic surveys--Missouri 


992A 
MISSOURI. URI HEAD INJURY ADVISORY 
COUNCIL. ‘hae service — system for 
rehabilitation of Missourians with head injury. 
Jefferson City, 1986. 10 1. ill. 

On cover: Service & program definitions. 


Head--wounds and injuries--Missouri 


9925 
MISSOURI. ‘Accounting. ADMINISTRATION. 


report. efferson 
i p- ill” annual. 

80-643562 


Expenditures, Public--Missouri 


9926 
MISSOURI. OFFICE OF ADMINISTRATION. 
Missouri merit systems. 8th 
. Jefferson City 16 p. 
9927 
MISSOURI STATE AUDITOR. Department of 
Economic of Transportation, 


three years ended June Jefferson City, 
1989. ii, 39 p. ill. (Report no. 40-10. ” 
Auditing--Mi 


9928 
MISSOURI STATE AUDITOR. Department of 
Economic Service Commission, 


three years ended 1988. Jefferson City, 
1989. ii, 52 p. ill. (Report 1 a0. 0.08) 
Auditing--Missouri 
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9929 
— Review of Article 
Sections of 
ended June 30 


City, 1 ill. (Report no. 89- 
89621345 


Jefferson 


9930 
MISSOURI. STATE AUDITOR. Twenty-first 
Judicial Circuit, of Missouri, 
Municipal Division, _ four June "30; 


efferson City, e 
1988, obs ty i, 31 p. po 


Auditing--Missouri 


9931 
MISSOURI. STATE CENTER FOR 
STATISTICS. r 
Missouri nursing resi 
acility _ profiles. 1987. Jefferson City. 
p., ill. annual. (Missouri Center for 
Health’ Statistics .29) 


Nursing homes--statistics--Missouri 
Rest homes--statistics--Missouri 


9932 
EDUCATION. In_ respo andates_ [a 
report} 2d 71989.” City] 
ii, 251, 30 p. ill. bi 


Vocational education--Missouri 


9933 
MISSOURI. STATE EMPLOYEES’ RETIREMENT 
SYSTEM. Comprehensive annual financial report. 
1987/88. Jefferson City. 56 p. ill. 
Report year ends June 30. 
84-641796 
State officials and employees--Missouri 
Investment of public funds--Missouri 


9934 
the 
orestry, Fis wih Richard ‘Sait 
with ‘sections Lei redrickson 
Musbach, and J ob? Slusher. [Columbia] 
(Special report 361) 


89-621346 
schools and education--history--Missouri- 


9935 
MISSOURI. UNIVERSITY OF MISSOURI, i 


1988 cash rental rates in 
re Bennett. [Rev. Columbia, n.d. 
2] ES ricu guide; farm 

in cooperation with Lincoln 


Farm rents--Missouri 


9936 
MISSOURI. OF MISSOURI, Columbia. 
989 Missouri commer J 
spray sche J.W. Johnson [and ers. 
lumbia, n. ‘d. ] ‘sheet 


Apple--diseases and pests --Missouri 


MISSOURL. UNIVERSITY OF MISSOURI, Columbra, 
1989 commerci 


and 
Columbia, n.d.} 263) 
Peach--diseases and pests--Missouri 


9938 
MISSOURI. UNIVERSITY OF MISSOURI, Columbia, 
i 1989 Missouri commerci 
edule Gi? 260 J.W. Johnson [and 


.] sheet. 
oa e State Fruit 
of Southwest Missouri State 


Strawberries--diseases and pests--Missouri 


= i ion ps lespedeza y 


Norman E._ Risner. 
[Columbia n.d ] ng Ider. Agricultural guide; 
Tee i in cooperation with Lincoln University. 


Les 
plants 


9940 
MISSOURI. UNIVERSITY OF MISSOURI, 
omer ewe ictor E. Jacobs Ja James 
Gerrish. n.d.] 2 pieces. 


guide; beef feeding 
nten --- Assessing the opportunity.- 
--pt. 2. Herd heaith and and feeding. 


Beef cattle--feeding and feeds 


9941 
MISSOURI. UNIVERSITY OF MISSOURI, Columbsa, 
y} Robert accredited ar 
estate appraiser Robert J. Bevins. [Columbia, 
18 P.. guide; farm management) 
ued in cooperation with Lincoln University. 


Appraisers 


9942 
edar - a 
rather, Einar Palm. Hal Shaffer. [Rev. 
Columbia, n.d. 2] p. guide; apple 
Issued in cooperation with Lincoln University. 


Tree rusts 


9943 
MISSOURI. UNIVERSITY OF MISSOURI, 
profiling for monitoring 
ey _ production [by] Jeff Firman. [Columbia 
n. folder. ill. gricultural guide; anima 
seed i in cooperation with Lincoln University. 


Turkeys 
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9944 
MISSOURI. UNIVERSITY OF MISSOURI, the 
control in and aroun 
e, anders. [Columbia, n.d. 4] p. 
tural pe le; i 

in cooperation with Lincoln University. 


Flies--control 


9945 
MISSOURI. UNIVERSITY OF MISSO 
i Genetics of coat 


John F. 
radiey. n.d. 
guide; horses 
ed in cooperation Lincoln University. 
A reprint. 


Horses 


9946 
MISSOURI. UNIVERSITY OF 
Pruning and 
dj) RR. “Rothenberger. 


trees 
n.d. 3] p. for gardening; a 
icultural guide) 


Issued in cooperation with the Lincoln 


9947 
MISSOURI. UNIVERSITY OF MISSOURI, Columbia. 
nsi ivisi Site facilitator’s guide; 


eoconference Joanne Heisler. Columbia 
d. folder. ill. (Communications) 
Issued in cooperation with Lincoln University. 


Teleconferencing 


9948 
MISSOURI. UNIVERSITY OF MISSOURI, 

When your income ‘ops, 
control stress [by] Michele Merfeld. [Columbia, 
n.d. 2] p. (Home economics guide 

College of Home 


Issued in cooperation with 
ics, University of Missouri. 


9949 
by) Michele er 


control 

4.2] p. (Home economics guide) 
in_ cooperation with t 
ics, University of Missouri. 


Finance, Personal 


feld. 
of Home 


9950 
MISSOURI. UNIVERSITY OF MISSOURI, 
Extension Division, When _ your URI, Columbia. 
maintain qua of life [by] Merfeld. 


[Columbia, n.d. 2 Home economics 
Issued cooperation he of Home 


omics, University of 
Finance, Personal 


9951 
When pay income. 


to pa tors and protect family welfare 
Michele. “Merfeld. [Columbia, nd. 2] p. (Home 
economics guide) 

Issued in couperation with the College of Home 
Economics, University of Missouri. 


Finance, Personal 


9952 
MISSOURI. UNIVERSITY OF MISSOURI, i 
en your income drops, set 
en ing [by] Merfeld. 
~ 2] p. (Home economics 
in cooperation with the Co coe of Home 
massed University of Missouri. 


Finance, Personal 


9953 
MISSOURI. UNIVERSITY OF MISSOURI, 
Hatcnsion Division. When your income 
~ and survival skills [by] Michele Merfeld. 
[Columbia, n.d. 2] p. (Home economics guide 
Issued in_ cooperation with the College of Home 
Economics, University of Missouri. 


Finance, Personal 


9954 
When income ike 
ichele 


community [by] 
Merfeld. [Columbia, n.d. 3] p. 


in with the of Home 
omics, University of Missouri. 


Home economics 


Finance, Personal 


9955 
MISSOURL UNIVERSITY OF MISSO 
When your income ops, take 
stock of family resources [by] Michele Merfeld. 
[Columbia, n.d. 4] p. (Home economics guide) 
ssued in cooperation with the College of Home 
Economics, University of Missouri. 


Finance, Personal 


9956 
MISSOURI. UNIVERSITY OF MISSOURI, Columbia. 
slay m. Wood burning inserts for 
ames_ Pastoret. [Rev. Columbia, 
nd. (Agricultural guide; wood stoves) 
ssued in cooperation with Lincoln University. 


Stoves, Wood 


9957 
MONTANA. BUREAU OF MINES AND GEOLOGY. 
Barite in Montana, by Richard B. Berg. [Butte] 
1988. vii, 100 p. ill. (Memoir 61 oN 

89-621333 


Barite--Montana 


816 

Columbia, 
color 
: ey, and 
p. ill. 
6 
University. 
Shade frees MISS 
Extens 
| 
| 
4 | 
3 
e | 
| 
Finance, Personal 
MISSOURI. UNIVERS ol 
Division. Wh 
anic 
[Colu 

Issu 
Econ 
MONTANA 


Monthly Checklist of State Publications Vol. 80, no. 6 


9958 
MONTANA. BUREAU OF MINES AND GEOLOGY. 
Coal resources of the Baker and Wibaux 
30x60-minute quadrangles, eastern Montana and 
adjacent North Dakota, by Mark A. Sholes. 
Prepared in cooperation with the U.S. Geological 
1988. 6 p. (Geologic map 48) 
Issued in envelope with 5 geologic maps. 


Coal--geology--maps--Montana--Baker quadrangle 
le 
Coal--geology--maps--North Dakota--Baker 
uadrangle 
oal--geology--maps--North Dakota--Wibaux 
quadrangle 


9959 
MONTANA. BUREAU OF MINES AND GEOLOGY. 
Goctegs map of the Ramsay quadrangle, Montana, 
by Pamela Dunlap Der ey and ervin 
Bartholomew. [Butte] 1988. col. map on sheet 72 
x 99 cm. (Geologic map 47) 
Issued in envelope. 


Geology--maps--Montana--Ramsay quadrangle 


9960 
MONTANA. BUREAU OF MINES AND GEOLOGY. 
Hydrogeologic responses: twenty years of surface 
coal mining in southeastern. Montana, Wayne A. 
Van Voast and Jon C. Reiten. Prepared in 
cooperation with the Bureau of Land Management 
and Montana Coal Board. [Butte] 1988. wi, 30 p. 
ill. (Memoir 62) 

89-621334 


Coal mines and mining--environmental aspects-- 
Montana 


Hydrogeology--Montana 


9961 
MONTANA. BUREAU OF MINES AND GEOLOGY. 
Publications catalog. 1989. [Butte] 93 p._ ill. 


annual. 

sn87-27160 
Geological surveys--Montana 
State publications--Montana 


9962 
MONTANA. BUREAU OF MINES AND GEOLOGY. 
Quaternary geologic map of the Helena be 
Montana, Michael Stickney. [Butte] 1987. 
col. map on sheet 72 x 99 cm. (Geologic map 46) 
in envelop. 


Geology--maps--Montana--Helena Valley 


9963 
MONTANA. DEPT. OF LABOR AND INDUSTRY. 
average employment, wages, and_ contributions. 
Cover title: Annual average, Montana 
n cover: July 1988, Volume 1, number 5. 
Issued in cooperation with the U.S. Bureau of 
Labor Statistics. 


Employment--statistics--Montana 
Wages--statistics--Montana 


9964 
MONTANA. DIVISION OF WORKERS’ 


, ION. Annual report. 1987/88. [Helena] 
yout onde 
e ends June 30. 
75-643203 
Workers’ compensation--Montana 


9965 

MONTANA. FOREST INSECT AND_ DISEASE 
SECTION. Montana forest pest conditions and 
rogram highlights. 1986. Compiled Kenneth E. 
ibson, Susan K. Hagle gn" Steve Kohler. 
Missoula. i, 29 p. ill. (Report 87-2) 

Issued in _ cooperation with the U.S. Forest 
Service, Northern Region, Cooperative Forestry & 
Pest Management. 


Forest insects--Montana 


9966 
MONTANA. LEGISLATIVE COUNCIL. Rules of the 
Montana Legislature, 1989, with 
the Montana Constitution & the U.S. Constitution. 
Helena [1989] 74, 79, 36, 29, 21 p. 


Cover title. 

89-621335 
Parliamentary practice--Montana 
Constitutions, State--Montana 
Constitutions--United States 


9967 
MONTANA. PARKS DIVISION. 
lopm 1988 Montana __ statew 

comprehensive outdoor recreation plan, 

assessment and policy plan prepared in 
with the requirements of the Federal Land and 
Water Conservation. Fund act of 
Gt. 88.-578). Paul Pacini, _ planner. 

alker, editor. Helena, 1988. ix, 105 p. ill. 
89-621336 


Outdoor recreation--planning--Montana 


9968 
MONTANA. SUPREME COURT. Reports of cases 
argued and determined in the Supreme Court of 
the State of Montana. Vols. 212-213; 
Aug./Oct. 1984-Oct./Dec. 1984. Helena, State 
Reporter Pub. Co. 2 v. _ 


Law reports, digests, etc.--Montana 


9969 
MONTANA. UNIVERSITY OF MONTANA, Missoula. 
report. 1987/88. [Missoula] 
annual. 
Report ends June 30. 
75-646807 
State universities and colleges--finance--Missoula 


9970 
NEBRASKA. ARTS COUNCIL. 1988-89 guide to 
programs and services. [Lincoln, n.d.] 12 p. 


Cultural policy--Nebraska 
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NEBRASKA. DEPT. OF 
_— licensed. Jan. 1, 1989. Lincoln. 38 


aver 
rly wage rates. 1987, {Lincoln} pt. » of Labor, 
Labor Market Information, Administrative Services 
. pieces. ill. annual. 
Each piece covers a city or town. 


Wages--statistics--Nebraska 


9973 
NEBRASKA. DEPT. OF PUBLIC INSTITUTIONS. 
A — cr mental health 


Ott S WOrKI with re ared 
70 p. 


Prisoners--mental health services--handbooks, 
manuals, etc.--Nebraska 


9974 
NEBRASKA. DEPT. OF REVENUE. Nebraska 
valuation manual. 1989. [Lincoln] 


80-644032 
Farms--valuation--handbooks, manuals, _etc.-- 
Nebraska 


9975 
NEBRASKA. ENERGY OFFICE. Public officials’ 
handbook on _ natural gas regulation. [Lincoln, 
1987] various pagings. ill. 


Gas, Natural--state supervision--handbooks, 
manuals, etc.--Nebraska 


9976 
NEBRASKA. FILM OFFICE. 1988-1989 Nebraska 
film resource directory. [Lincoln, n.d.] 215 p. ill. 
Motion picture industry--directories--Nebraska 

9977 
NEBRASKA. GEOLOGICAL SURVEY. 


Mineral 
resource map of Nebraska, Raymond R. 
{Lincoln} 1987. he sheet 


Mines and mineral resources--maps--Nebraska 


9978 
NEBRASKA. GOVERNOR. State of Nebraska 
executive budget. 1989/91. p- 


Budget--Nebraska 


9979 
NEBRASKA. LEGISLATIVE REFERENCE LIBRARY, 
tive Bs Library annotated 


resources--Nebraska--Lincoln 
aphy 


9980 
NEBRASKA. LEGISLATIVE REFERENCE LIBRARY, 
Lincoln, Presidential primaries “el related issu 
annotated bibliography. [Lincoln] 1988. 8 p. 


bibliographies) 
Primaries--bibliograph 
Elections—-bibliograph aphy 
Politics, Practi ography 


9981 
ISLATIVE REFERENCE LIBRARY, 
ncoln. Rural annotated 
sography. [Lincoln] 1988. 24 p. (LRD 
bibliographies 
Rural development--bibliography 


NEBRASKA. LEG: 


9982 
NEBRASKA. LEGISLATIVE RESEARCH DIVISION. 
Assessment of agricultural land, by 
re by Ron Bowmaster. Lincoln, 


On a LRD report 88-24. 
On. Tarai B012 .0016 -1984. 
89-621348 


Farms--valuation--United States 
Real property--valuation--United States 


9983 
NEBRASKA. LEGISLATIVE RESEARCH DIVISION. 
Rural development inventory: LR 264; an LR 264 
staff report to the Revitalization of Greater 
Nebraska Select Committee, prepared by Bill 
Lincoln, 1989. 73 1. ill. 
On t.p.: Economic development. 
NE # 13790 B029 .0001 - 1989. 
89-621349 
Rural development--Nebraska 


9984 
NEBRASKA. LEGISLATURE. The Preside: 


ntial 
rimary election study, — by Select 
mittee on LB 652. [Lincoln] 57 


On lections. 
# L3780 B028 .0001-1988. 
89-621350 
Presidents--election--United States 
Primaries--Nebraska 


9985 
NEBRASKA. LEGISLATURE. Select__Interim 
Nebraska’s 


eir families; a guide for le; — 
re Eliza 
Council, Legislative Fecal 


"On tp: NE DOCS 13790 BOIG -1988 
89-621351 


Child welfare--Nebraska 
Human services--Nebraska 
Family--services for--Nebraska 


9986 
NEBRASKA. LEGISLATURE. i 
The State of Nebraska’s 
economy economic sectors; technical 
report. Lincoln, Macke & a 1986. various 
pagings. ill. 


89-62 
Economic 


818 
Roster [of] 
- 
ospitals--directories--Nebraska 
9972 
NEBRASKA. DEPT. OF LABOR. i 
: 
1 
a 
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9987 
RRARY COMMISSION. 
windows to the world: a a of 
with 
Doris Garlow. [Lin 
On cover: 1989 year 


Children--books and reading 


NEBRASKA. LIB 


NEBRASKA. LIBRARY COMMISSION. State 
overnment publications for all Nebraskans, it’s 
e law. [Linccin, n.d.] folder. ill. 


State publications--Nebraska 


9989 
NEBRASKA. LIBRARY COMMISSION. i 
government publications. [Lincoln, n.d.] folder. ill. 


State publications--Nebraska 


9990 
NEBRASKA. LIBRARY FOR THE 
PHYSICALLY HANDICAPPED, Li 
in special formats, 1989. Lincoln [1! 


Blind, Periodicals for the 


9991 
NEBRASKA. YY DEPT.] Biennial report of 
the State Treasurer of Nebraska to the 
“ore 1986/88. 43 p. ill. 
period ends June 30. 


Finance, Public--Nebraska 


studi a cooperative surve 

Nebraska Department of 

“Oates School survey advisory services. 


Educational surveys--Nebraska--Lexington 


9993 
OF NEBRASKA, incoln. 


wy. Carbon ergy ¢ 
of cerea by Robert J. Clement. 
1988. 112 p. ill. cr report 88-3 

Thesis 


Grain 
Plants, Effect of carbon dioxide on 


ate ang 
tural cro atterns for select US. 
1. ill. (CAMaC progress report 
"la in cooperation with Hi Plains 
Climate Center, Institute ure and 
Natural Resources, beg of Ni Lincoln. 
On cover: Research report. 
Thesis (M.S.) 


Crops and climate--United States 


9995 
n r 


of so 
corn, inal_ re 
St hia, by 


for National Climate 
am Office.. .prediction of soil moisture: a 
fi-State effort using near-real time automated 


data. 
High Plains Climate 


Issued in stuf with H 
Institu of and Natural 


University of Nebraska-Lincoln. 


Plaine (US) 


9997 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
i i i August garden 
At head of title: Yard & garden news & tips. 


Gardening 


r 
ennis_ E. Burson. 
Rev. [Lincoln] 1 
i i(NebGuide G77-330) 


Pork industry and trade 


NEBRASKA. UNIVERSITY OF NEBRASKA, Liscole, 


9999 
NEBRASKA. UNIVERSITY OF NEBRASKA, Li 


Growing _ sprouts 
ebra__ Schwarze. nco 1989. 2] p. ill. 
ebGuide G88-886) 


Sprouts 


819 
9994 
Books are NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
pecial days nter_ for Agricultural M rol 
ackson and 
9988 
| toute 
Lincoln 
Irrigation farming 
9996 
BLIND AND NEBRASKA. UNIVERSITY OF NEBRASKA, Lincolt 
Magazines enter Agricultu Mi orology 
p. Climatology] Modeling crop water use and so 
water in the High Plair "by James M. Robinson. 
1988. iv, 1241. (CAMaC progress 
report 89-2 
Pro 
9992 
surve' 
the 
e the 
1989. 
Pxchangi 
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10000 
NEBRASKA. UNIVERSITY OF NEB 


gram by 


3] p. (NebG 
Dairy cattle--feeding and feeds 


10003 
calendar (Lincoln, nd po 
ndar. [Lincoln, n.d. 2] p. 
At of title: Yard & garden news & tips. 


Gardening 


10004 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
root 
red A. Gay 


a 
and] Bruce an. 1989. 4 
89-900) Lincoln lp 


10005 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Stalk borer in corn 
teve Danielson. Rev. 
n} 1988. (2} p. ill (NebGuide G80-521) 


Corn--diseases and pests 


10006 
NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
Understand your 
Frank and Delno 
tLincoln, 1989. 2] p. (NebGuide G89-901) 
Soils--sulphur content--Nebraska 


10007 
NEBRASKA. UNIVERSITY OF AT 
OMAHA. Cen for 
Nebraska 


oS. 
Aiken [and Ruseell L. 
[Omaha] xiv, 190 p. ill. annual. 


Social policy--Nebraska 
Economic policy--Nebraska 


editor. 


10008 
NEBRASKA. UNIVERSITY OF — AT 
OMAHA. 


students enrolled in_re SET) on-cam 
classes by time of day. 39 1. 


College 


10009 
NEBRASKA. gee ll OF NEBRASKA AT 


Telephone--directories--Nebraska--Omaha 
State universities and  colleges--employees-- 
ories--Nebraska--Omaha 


10010 
NEBRASKA. UNIVERSITY OF NEBRASKA 
MEDICAL CENTER, M 


i 
Nashelsky. Omaha, n.d.] 24 


On-line bibliographic searching--directories-- 
United States 


10011 
NEBRASKA. WATER MANAGEMENT BOARD. Water 


and water ts study; executive re 


Water-rights--Nebraska 


NEVADA 


All, Nevada publications are distributed by the 
encies issuing them. They are not available from 
e State Printing Office. 


10012 
NEVADA. DEPT. OF TRANSPORTATION. 
Nevada 
atlas. |Prepar in cooperation with the Fede 
[7th ed. Carson 


89-621342 
Road maps--Nevada 


10013 
NEVADA. DIVISION OF GAME. Bighorn 
foraging during late pregnancy, with estimates 
population size and annual two 
mountain ranges; job progress 

in wildlife restoration, project R-19, 
R-XXIII, job 1 [period covered: 3 


June 30, 1988 epared James E oore and 
Joel Berger. Read 11 


Bighorn sheep--Nevada 


820 
— 
aska--Omaha 
10001 
MEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
techn es D Besa [Lincoln, 5 
ill. (NebGuic 89-90 directory, 1988-89. [Omaha, n.d.] p. ill. 
NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
| 
ndar. |Lincoln, n.d. 2] p. ill. 
At of title: Yard & garden news & tips. * 
Gardening 
| 
| — 
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10014 
NEVADA. DIVISION OF GAME. Mule deer species 
> plan; job performance. report, Federal 
in wildlife project 
W- 48-R-19, study _ III, 8 
Fea 1 1987-June 30 ey 1 prepared by Mike L 
ess. Reno, 1988. 2 


Mule deer--Nevada 


10015 
NEVADA. DIVISION OF GAME. _ Pronghorn 
population response to a_ systematic removal 
program and pronghorn antelope herd delineation; 
job final report, Federal aid in _ wildlife 
restoration, Pie ject W-48-R-19; study R-XXII; 
project W-28- 9p BE job 2, prepared by 
e Hess. Reno, 


Pronghorn 


10016 
NEVADA. DIVISION OF GAME. Restoration of the 
peregrine falcon as a breeding species in Nevada; 
performance report, Federal aid in wildlife 
——*. Endangered species act - section 6, 
study: falcon reintroduction, 
pare ject: hy Marcus S. Rawlings. Reno, 


falcon--Nevada 


10017 
NEVADA. DIVISION OF GAME. Small 
trapping, or, monitoring; 
performance report ed aid in py 
restoration, project W-48-R- study ib 
[period covered 1987-June 
prepared by San J. Stiver. Reno, 1988. 4 p. 


Trapping--Nevada 


10018 
NEVADA. DIVISION OF GAME. Statewide wildlife 
coordination; job 
W-54-C-13 period covered: 1987- 
une 30, prepared by George 
Reno, 1988. 4 


Wildlife 


10019 
NEVADA. DIVISION OF GAME. Stillwater wildlife 


management area; job re 
Development and Mainienance Section, Feder: said 
wildlife project W-5-D-41 
covered: July 1, 1987- June 30, 1988] prepared "| 
Terry E. Retierer. Reno, 1988. 2 p- 


Wildlife management areas--Nevada 


10020 
NEVADA. EMPLOYMENT SECURITY RESEARCH 
Nevada area labor review economic 
and outlook. 1989. [Carson City] 


84-647357 
Labor 
Economic forecasting--statistics--Nevada 


10021 
LEGISLATIVE COMMISSION. The 
Advisory Committee to ae Laws Relating to 
Children. iS rson City] 1988. x, 203 p. ill. 
(Bulletin no. 89-16) 
89-621343 


Children--Nevada 
Juvenile justice, Administration of--Nevada 
Child welfare--Nevada 


10022 
NEVADA. LEGISLATIVE COMMISSION. Re of 
the Nevada Gay es Committee on Health 
Care. Carson Counsel Bureau, 
1989. xlv, 236 p. ill. (Bul 


Medical care--Nevada 


10023 
NEVADA. SECRETARY OF STATE. Nevada election 
regulations, 1988-1989. [Carson 1 Frankie Sue 
Del Papa, secretary of 38 p. 


Administrative and _practice-- 
Nevada 
Elections--Nevada 


10024 
ADA, SECTION OF VITAL STATISTICS. 
Neue har Statistics report. 1987. Compiled and 
— by Olga Larson. ‘(anson City] vii, 80 p. ill. 
annual. 


77-641051 
Vital statistics--Nevada 


10025 
NEVADA. STATE ENERGY OFFICE. Energy for 
Nevada; a "bss to the Governor and_ the 
89. Submitted Jean Ford, 
James P. Hawke lend} David T. McNeil. Carson 
City. viii, 49 p. ill. ann 


Power resources--Nevada 


Energy consumption--Nevada 


10026 
NEVADA. STATE JOB TRAINING OFFICE: Annual 
report. 1987/88. [Carson City] unpaged. ill. 
eport year ends June 30. 


Occupational training--Nevada 


10027 
NEVADA. ae PUBLIC WORKS BOARD. 
Recommended ital a program. 
1989/91. [Carson Ci ity various gs. ill. ann 


Public works--Nevada 


10028 
NEVADA. STATEWIDE AIDS ADVISORY TASK 
FORCE. Aids and Nevada: annual report; report to 
Governor Richard Bryan and the Nevada State 
Board of Health, 2d; 1988. Carson City, State 
Health Division. various pagings. ill 


AIDS (Disease)--Nevada 
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10029 
UNIVERSITY OF NEVADA SYSTEM. 
University of Novede financial report. 
eno] ual. 

Report year ends 


State universities and 


NEVADA. 


10030 
NEVADA. UNIVERSITY OF NEVADA SYSTEM. 
University of Nevada 


10031 
NEW AGRICULTURAL EXPERIMENT 
STATION, Inspection of commercial 
feedingstuffs, commercial lanchard 
commercial limes. 1987-88. [By] Stuart 

Teena Hayden, and Wen Carlson. 


is-New Hampsh 


NEW HAMPSHIRE. GENERAL COURT. "igeal 
Management letter, State of 
ampshire_ [year 30, 1988. 
[M 

Auditing--New Hampshire 

Finance, 

Administrative agencies-- 


NEW HAMPSHIRE. LA 
of the State of. New 
session. Concord 

Title on spine: 
Law--New Hampshire 


STATUTES, ETC. Lays 


31540 


re 30: 


ppd 


10035 
— HAMPSHIRE. TREASURY DEPT. Annual 
of the 1987/88. Concord. 104 p. 


Finance, Public--New Hampshire 


10036 
NEW JERSEY. ADMINISTRATIVE OFFICE OF THE 
COURTS. meee on the Prevention of domestic 
violence act, P.L. 1981 426 2C:25-1 
1986 - 30, ubmitted 
ipscher. [Trenton] 1988. 13 


Family violence--prevention--New Jersey 


10037 
NEW JERSEY. COMMISSION ON 
BUDGETING AND PLANNING 

recommendations. 13th; 1988. [Trenton] v, 40 p. 


annual. 
87-654214 
Capital budget--New Jersey 


10038 
NEW JERSEY. CRIMINAL DISPOSITION 
COMMISSION. ual report to the Governor and 
Legislature. 7th; 1988. Prepared by Lela M. Keels. 
Newark. v, 12 p. ‘ill, 


Criminal j J 
ation of--New Je: 
Jersey 


franchise i options for New Jerse 
[Trenton] 1987, i, Fe! 3p 


Public Jersey 


Gas companies--taxation--New Jersey 
Electric utilities--taxation--New Jersey 
Corporations--taxation--New Jersey 


10040 
IEPT. OF HEALTH. Directory of 


services. [Trento’ = 19 
Derk Of Health, Financial 


De 
and General Bi of 360, Trenton, NJ 
08625-0360. 


NEW JERSEY. D 


Public health--directories--New Jersey 


10041 
NEW JERSEY. DEPT. OF HUMAN SERVICES. 
Contract. reimbursement manual. Rev. [Trenton] 


1986. various pagings. 


Public welfare--New Je: 
manuals, _etc.--New 
ersey 


10042 
NEW JERSEY. DEPT. OF HUMAN SERVICES. 
Provider agency, contract policy and information 


manual. [Trenton, 1988] various 
Cover Ga Contract and information 


Public welfare--New Je: 
— manuals, _etc.--New 
ersey 


822 
ystem. | Keno, n.d. p. ul. 
NEW HAMPSHIRE 
| 
re 10039 
NEW JERSEY. DEPT. OF COMMERCE AND 
1 
10033 ol 
| 
q | 


Monthly Checklist of State Publications Vol. 80, no. 6 


10043 
NEW JERSEY. DEPT. OF LABOR. Annual report. 
1987. [Trenton] 43 p. ill. 


Insurance, Disability--New Jersey 
Insurance, Unemployment--New Jersey 
Employment--New Jerse’ 

Vocational education--New Jersey 


10044 
NEW JERSEY. DIVISION OF COMMUNITY 
HEALTH SERVICES. Application for maternal & 
child health services bl grant, FY 89. Trenton 
[1988] 66 1. + ill. 

Cover title: Maternal and child health services 

block grant, FY 89. 

89-621290 


Maternal health services--New Jersey 
Child health services--New Jersey 
Block grants--New Jersey 


10045 

NEW JERSEY. DIVISION OF COMMUNITY 
HEALTH SERVICES. Application for preventive 
health & health services block grant, FY 89. 
Trenton [1988] 107 1. : 
Cover title: Preventive health and _ health 
services block grant, FY 89. 
_  89-621291 
Preventive health services--New Jersey 
Block grants--New Jersey 


10046 
NEW JERSEY. DIVISION OF 
COMPENSATORY/BILINGUAL EDUCATION. 
Norming study of the Language Assessment 
Battery and the Maculaitis Assessment Program: 
practitioner’s report. Trenton, 1989. i, 81 p. 
PTM 800.65. 


Educational tests and measurements--New Jersey 
Education, Bilingual--New Jersey 
English language--study and teaching--New Jersey 


10047 

NEW JERSEY. DIVISION OF INVESTMENT. Final 
report to the Legislature as required by P.L. 1985, 
c. 308 (South African divestment) for the period 
July 1,, 1988 through August 27, 1988 and 
cumulatively for the period of Au il i 
the date of enactment of the law, ——-— 
27, A by law to complete 
the program. | Trenton 

89-621992 


Divestments--South Africa 
Investments, American--South Africa 
Investment of public funds--New Jersey 


10048 
NEW JERSEY. DIVISION OF LABOR MARKET AND 


DEMOGRAPHIC RESEARCH. Compendium of New 
Jersey wage surveys. Trenton, 1989. 43 p. ill. 
89-621293 


Wages--statistics--New Jersey 


10049 
NEW JERSEY. DIVISION OF MEDICAL 
ASSISTANCE AND HEALTH SERVICES. 
Pharmaceutical assistance to the aged and 
aeaiion, annual report. 1986/87. [Trenton] i, 28 1. 


‘Report year ends June 30. 


Aged--pharmaceutical assistance--New Je: 


10050 
NEW JERSEY. DIVISION OF NEW JERSEY RACING 
COMMISSION, Annual report of the New Jerse 
Racing Commission to the Honorable Thomas H. 

Governor of New Jersey [and] Honorable 
W. Edwards, attorney oe of New Jersey. 
48th; 1987. [Trenton] 


2-36531 
Horse-racing--New Jersey 


10051 

NEW JERSEY. DIVISION OF SPECIAL 
EDUCATION. Commissioner’s annual report to the 
Legislature: implementation of the State Facilities 
education act of 1979, P.L. 1979, C., 207, 
N. J. S. A. 18A:7B. 1986/87. Prepared by Regina 

e ends June 30. 

sn85-63823 
Prisoners--education--New Jersey 
Inmates of institutions--education--New Jersey 


10052 
NEW JERSEY. DIVISION OF SPECIAL 
EDUCATION. Special education: due process and 
— resolution in New Jersey. [Trenton, n. d.] 
older. 
On cover: Learning Resource Center Project. 


Special education--New Jersey 


10053 
NEW JERSEY. DIVISION OF STATE POLICE. 
i it, Fatal motor vehicle accident 
ta report. 1987. [West Trenton] 


49 p. ill. ann 
75-642363 
Traffic accidents--statistics--New Jersey 


10054 
JERSEY. DIVISION OF TAXATION. New 
a. reproducible forms. [Trenton, n. d.] 


P itle: State of New Jersey reproducible 
tax forms. 


Taxation--forms--New Jersey 

10055 
NEW _ JERSEY. DIVISION OF VOCATIONAL 
EDUCATION. Policies and procedures governing 


the vocational education a process 
(P.L. 98-524). Trenton [n. d.] iv, 86 p. 
PTM 800.41. 


Vocational education--New Jersey 


a 
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10056 
NEW JERSEY. DIVISION OF VOCATIONAL 
EDUCATION. Technical tr. for minorities and 
ee act: annual report. 1987/88. Trenton. 


yess 


Women--vocational education--New Jersey 
Minorities--education--New Jersey 
T education--New 


pool JERSEY. HISTORICAL COMMISSION. Afro- 
Americans in New Jersey: a_ short history [by] 
Giles R. Wright. (Trenton, 1988 1989] 100 p. ill. 


Local history--New Jersey 
Afro-Americans history-New Jersey 
Race relations--New Jersey 


10058 
NEW JERSEY. LAW REVISION COMMISSION. 
Annual report. 1988. [Trenton Sate 


Legislation--New Jersey 


10059 

NEW JERSEY. LEGISLATURE. 

Appropriations Committe’. ublic 
earing...Assembly oncurrent esolution 
no. 122 1R (requires the deposit of public utility 
tax revenues into funds for financial assistance to 
municipal governments) [held] January 19 
1989.. — New Jersey; hi recorded an 
transcribed by Office “ Legislative Services, 


Public ‘ery Office, Hearing Unit. Trenton 
[1989] 3, 20, 2X p. 


89-621294 
Public utilities--taxation--New Jersey 
10060 
NEW JERSEY. LEGISLATURE. m 
nomi r uh Agri an ou 


Comm: no. 111 
(creates the New Jerse enture Investment Fund) 
and Assembly bill 1830 (designated "New 
products, sew new jobs act of 1987," authorizes bonds 

appropriates $5,000) [held] 
November | 10, 1988...Trenton, New Jersey; hearing 
recorded and_ transcribed by Office of Legislative 
Services, Public Office, Hearing Unit. 
Trenton [19887] 13, 20, 


Venture capital--New 
State bonds--New J | 
Industrial promotion-- 


Public meeting... AssemD no. 4 

South Jersey and Atlantic Transportation 
Authority as ‘State instrumentality for operation 
and improvement of en, facilities; appropriates 
$500, [held] November 17, 1988. Atlantic City, 
New Jersey, meeting ded and transcribed by 
Office of Legis lative Services, blic Information 
Hearing Unit. Trenton [19887] 


89-621296 


Jersey 


10062 
NEW JERSEY. LEGISLATURE. {Generall Assembly. 
dudiciary Committee. Public _hearing...to 


- concerning rsonal 
searches [held] October 1988.. ‘Trenton, New 
Jersey; hearing recorded and. transcribed by Office 


of Legislative Servi Information Offi 
Trenton [19887] 53, 3 53, 33X p. 


Searches and seizures--New = 
Women prisoners--New Jersey 


earing. ~Assemb y b no. authorizes 
$135 million in general obligaNon bonds for 
construction of resource facilities and 
held] November 28, Trenton, New _ Jersey; 
earing recorded transcribed by Office 
Legislative Services, Public Office, 
Unit. Trenton 5, 69X p. ill. 


aste, etc.)--New Jerse’ 


10064 
NEW JERSEY. LEGISLATURE. 


plate Government Committee. ublic 
earing...AssemDly ommittee substitute for 


Assembly Concurrent Resolution nos. 106 and 24 
(proposes constitutional amendment to change 
terms of members of the Senate and the General 
[held] 1, 1988...Trenton, New 
earing recorded and "transcribed by Office 

Legislative Servi Public Information Office, 
Unit. Trenton 5 p. 


Legislators--term of office--New Jersey 


10065 

n] Ener Environmen ublic 
earing...senate ean water 
enforcement ac) [held] 2, 1988...Brick, 
New Jersey, hearing recorded and_transcri 
Office of Legis lative Services, Public Information 
Office, Hearing Unit. Trenton 


19, 65, 14X p. 
89-621300 
Water--pollution--New Jersey 


: 
824 
: 
10063 
e NEW JERSEY. LEGISLATURE. [General] Ass« mbly 
] 
| 
ism | 
] 
aa 
] 
a NEW JERSEY. LEGISLATURE. [General] Assem 
| 
| 
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10066 
NEW JERSEY. LEG 


;overnment, Federal 


hearing... bi 

amount. that cert PACs can contribute 
legislative candidates); Senate bill no. 2211 
(provides for public financing of campaigns for 
nomination and_ election to Legislature; limits 
contributions in aid of all such compeigas); Senate 
bill no. 2486 (provides for public financing of 
campaigns for election to Legislature; limits 
contributions in aid of all such candidates and 
expenditures in aid of those candidates supported 
moneys) [held] October 27 
1988...Trenton, New Jersey; hearing recorded and 
transcribed by Office of Legislative Services, 
Public Information Office, Hearing Unit. Trenton 
[1988?] 12, 17, 15, 45, 93X . 

89-621301 


Campaign funds--New Jersey 


10067 

NEW JERSEY. ATURE. 

ans’ 
examine various issues concerning 
implementation of the "Civil service act" and to 
review the of civil service reform [held] 
October 27, 1988...Trenton, New_ Jersey; hearing 
recorded and transcribed by Office of Legislative 
Services, Public Information Office, Hearing Unit. 
Trenton [1988?] 78, 25X p. 
89-621302 
Civil service reform--New Jerse 
Administrative agencies--New Jersey 


10068 
NEW JERSEY. NEW JERSEY OLYMPIAN 
DEVELOPMENT AND RECOGNITION STUDY 
COMMISSION. Interim report. Trenton, 1987.9 1. 


Olympics--New Jerse’ 
Sports--New Jersey ‘ 


10069 
NEW JERSEY. [NEW JERS TRANSIT. Proposed 
program for fiscal 1989; NJ Transit. 
[Newark, n. d.] iv, 27 p. + ill. 


Roads--finance--New Jersey 


NEW JERSEY. EY] TRANSIT. Senior 
citizen and disabled resident transportation 
assistance program; annual report. 1986/87. 
[Newark] 28 p. ill. 


Aged--transportation--New Jersey 
andicapped--transportation--New Jersey 
Local transit--New Jersey 


10071 
NEW JERSEY. STATE DEPT. OF EDUCATION. 
A. directory of 
eral an tate programs. 1987/88. Trenton. 
54 p. annual. 


Federal aid to education--New Jersey 
State aid to education--New Jersey 


10072 
NEW JERSEY. STATE DEPT. OF EDUCATION. 
ic Inf i Public education in 


ew Jersey. Rev. Trenton, 
PTM No. 800.77. 


Education--New Jersey 


10073 
NEW JERSEY. STATE PAROLE BOARD. Annual 
regen. 1986/87. Trenton. 68 p. ill. 
eport year ends June 30. 


Parole--New Jersey 


10074 
NEW JERSEY. STATE PLANNING COMMISSION. 
Communities of place: the New Jersey preliminary 
State development and _ redevelopment plan. 
[Trenton] 1988. 2 v. ill. 
Contents. ---v. 1. A legacy for the next 
generation. ---v. 2. Plan strategies & policies. 


Planning--New Jersey 

Community Jersey 
Economic ew Jersey 

Social policy--New Jersey 


10075 
NEW JERSEY. SUPERIOR COURT. Reports of 
cases argued and determined in the 
Court: a Division, Chancery Divisio 
Division of the State of New Jersey. Vol. 227. [St. 
Paul] West Pub. Co., 1989. XXIX, 669 p. 
Title on spine: New Jersey Superior Court 


reports. 
50-62943 
Law reports, digests, etc.--New Jersey 


10076 
NEW JERSEY. SUPREME COURT. Reports of cases 
argued and determined in the Supreme Court of 
New Jersey. Vol. 111. [St. Paul] West Pub. Co., 
1988. , 697 p. 
Title on spine: New 
Law reports, digests, etc.--New Jersey 


10077 
NEW JERSEY. TRAINING SCHOOL FOR BOYS, 
Annual report. 1987/88. Jamesburg. 


Report ends June 30. 
75-649909 
Reformatories--New Jersey--Jamesburg 


10078 
NEW JERSEY. UNSATISFIED CLAIM AND 
The New Jerse 


JUDGMENT FUND BOARD. 
Unsatisfied Claim and oo Fund law; ann 


report. 1987/88. [Trenton] 13 
June 30. 


A66-7448 
Insurance--adjustment of claims--New Jersey 


825 
¢ and Interstate Relations, anc 
Veterans Aifairs Committee. Public 
4 10070 
\ 
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NEW MEXICO 


Mexi Melton [and othe: 
Cruces, 158) 21 p. (Bulletin 744) 


Alfalfa--varieties--New Mexico 


10080 
NEW MEXICO. AGRICULTURAL ! 
STATION, e social and economic 
impact of t 7] of Energy on the State 
of New Menico Robert R. Lansford 
Cruces] 1988. vii, 31 p._ ill. 


Operations Office, U 


Energy policy--New Mexico 

Energy conservation--New Mexico 

agencies--economic aspects--United 
tates 


Economic history--New Mexico 


10081 
NEW MEXICO. DEPT. OF AGRICULTURE. Biennial 
1986 /88. [Las 78 p. ill. 
eport period ends 


Agriculture--New Mexico 


10082 
NEW. MEXICO. DEPT. EDUCATION, 


Vocational education--directories--New Mexico 
Technical education--directories--New Mexico 


10083 
NEW. MEXICO. DEPT. OF a. 


1988-1989, 7a Fe, is 48 p- 
Business teachers--directories--New Mexico 


10085 


ry 
—— an rogram directory, 1988-1989; 
offering career training opportunities in two years 
or less. Santa Fe [1988] 4 My 

Cover title: Administration and program 
directory, 1988-89; New Mexico two year 
postsecon: institutions. 


Vocational education--directories--New Mexico 
Technical education--directories--New Mexico 


10086 
NEW MEXICO. DIVISION OF VOCATIONAL 
REHABILITATION. Annual report. 1987/88. [Santa 
e 
June 30. 


80-643446 
Vocational rehabilitation--New Mexico 


10087 
ENERGY AND 
report. 1988. Santa Fe. viii, 119 p. ill. 


83-641938 
Power resources--New Mexico 
Mines and mineral resources--New Mexico 


10088 
ENERGY, MINERAL, 
mine water re 
duMond, Bruce Santa Fe, 
1988. ii, 23 1. ill. (Open file report no. 2) 


Mine water--purification--New Mexico 


10089 
NEW MEXICO. AND 
NATURAL RESOURCES DEPT. New Mexico energy 
& mineral data, 1988. [Santa Fe, n. d, ] folder. 

Mines and mineral resources--New Mexico 

new 
NA’ URCES D mine 
drainage treatment, prepared Mike duMond. 
Presented to: Civil Engineering 531, Physical 
Chemical bo Treatment, ept. of Civil 


necriney University of New Mexico. Santa Fe, 
ill. (Open File report no. 1) 


Mine Mexico 
Mine drainage--New 
10091 

NEW MEXICO. PUBLIC EMPLOYEES’ 
RETIREMENT ASSOCIATION. P.E.R.A. 
effective October 21, 1988. [Santa Fe, 1988 
various pagings. 

_ 89-621354 
agencies--rules and _practice--New 
exico 
Retirement income--New Mexico 


826 | 
| 
10079 
: NEW MEXICO. AGRICULTURAL EXPERIMENT 
STATION, Las Cruces. Alfalfa cultivar trials in 
‘ 
| 
| 
| 
1988/89 teachers directory; trades-in 
= 4 = 1 \ 
Fe ind} p. 
Business education--directories--New Mexico 
NEW MEXICO. DEPT. OF EDUCATION. 
er ory, 
| 
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10092 
NEW MEXICO. REGULATION AND LICENSING 
| a Annual report. 1988. [Santa Fe] iii, 40 p. 


85-641121 | 
Administrative procedure--New Mexico 


10093 
NEW MEXICO. STATE HIGHWAY ue 
TRANSPORTATION DEPT. Traffic safety 


construction zone. fa re epared IW. 
Hall. Santa Fe, 1988. i 


rom: “National Information 
Service, ie ir 
‘601, 


Traffic safety--New Mexico 
Road construction--safety measures--New Mexico 


10094 
NEW MEXICO. STATE LIBRARY, gata Fe, New 
Mexico library directory. 1989. Greate Fe] 


Libraries--directories--New Mexico 


10095 
NEW MEXICO. TAXATION AND REVENUE DEPT. 
-_ report. 76th; 1987/88. [Santa Fe] ii, 86 p. 


Report ends June 30. 
port year 52-64: 


Revenue--New Mexico 
Taxation, State--New Mexico 


10096 
NEW MEXICO. TRAFFIC SAFETY BUREAU. Court 
monitoring handbook; ide to New Mexico’s 
= [by Judi Olean. Santa e, oo: 39 p. 


in cooperation with the Institute of 
Public Law, University of New Mexico. 


Courts--New Mexico 
Justice, Administration of--New Mexico 


NEW YORK 


10097 
tha AGRICULTURAL EXPERIMENT 


the eliects o rations 


Robert Million vi, 89 
res| 


earch] 
87-645006 
Dairy farms--New York 


10098 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, 
managemen nra aca, 
32 p. _ ill. (Cornell agricultural economics staff 


paper 88-21 
sf79-10380 
Pollution--mathematical models 


10099 
NEW _ YORK. AGRICULTURAL 
STATION, Ithaca 
The competitiveness 
during 1987- 1988 “marketia 
Enrique E. Figueroa. Ithaca, 1989. ill. ¢ 
ext[ension] 39-1) 


Onions--marketing--New York 


10100 
NEW YORK. AGRICULTURAL EXPERIMENT 
acd of Agricultural Economics. 
msumer segmentation ana oce 
users [by] G. Meloy, Edw 
McLa 


S. Kramer. Ithaca, 1988. 
vi, 111 p. ill. (A.E. esearch § 88-1 D 


Grocery trade 
Coupons (Retail trade) 


10101 
NEW EXPERIMENT 
STATION, Ithacz 
assessment ode a 


anal by H. and Eddy L. 
ue. n. oh. D) p. (Working papers in 
economics 


Agricultural credit 
Dairy farms 


10102 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, I 
Director. in ortheast agricultur 
cooperatives [by] Bruce L. Anderson and Brian M. 
Henehaa. thaca, 1988. 22 p. (A.E. 
ext[ension] 88-27) 


65-79800 
Agriculture, Cooperative--Northeastern States 


10103 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, I De 

The economic significance of pollution control an 
worker safety costs for world — trade, 
Duane Chapman. Ithaca, 1987. 16 ill. (Corne! 
agricultural staff pa 87-25 


Copper mines and mining 
Pollution control industry 


Industrial safety 


10104 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, 
Economics and the risk from low level radioactive 
waste, by Jon M. Conrad. Ithaca Pes 12 p. 
(Cornell agricultural 10380 staff 
s 


Radioactive wastes--economic 
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10105 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, 


Estimating en ogenous switc 3 for 
government interventions: 


sector, by Donald J, Liu and Ithaca 
[1988] viii, 46 p. ill. (Working papers in 
1 economics 88-11) 


al 
supports 


10106 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, I 

Farm income tax management Teport 
manual; continuing a Cornell tradition [by 

Casler [and] Stuart F. Smith. 

1988. 63 p. (A.E. a 88-24) 
79800 


Farm income--handbooks, manuals, etc. 
Income tax--handbooks, manuals, etc. 


10107 
AGRICULTURAL EXPERIMENT 


economic anddoo 


ext[ension] 88-23) 


Agriculture--economic aspects--New York 


10108 
NEW YORK. AGRICULTURAL EXPERIMENT 
Opamal 

vine somatotropin 


Loren Tauer Harry M. Kaiser. 
aca, 1988?] 17 895) orking papers in 
agricultural 


Bovine somatotr 
Dairy cattle on 


10109 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, | 

An _ overview air 1 options 
Andrew M. Novakovic. It ca, 198. p. (Cornel 
agricultural economics staff ‘paper 

Publications Office, De of 


momics, Cornell University, arren 
Ithaca, Ne York 14853-7801. 

sf79-10380 
Pent ural price supports 


10110 

NEW YORK. AGRICULTURAL EXPERIMENT 
I 

vores re armnet 
1987 - by Carol 1 Delaney 
{I aca 1988. v, 13 AE 88-16) 

Available ‘from: rmNet, Worren 


87 
Agricultural credit--New York 


10111 
NEW YORK. ear EXPERIMENT 
STATION, Ith: tus 
Regional’ g th impact 
biotechnology in “production, 
John and Loren W. Tauer. 1989 
28 p. ill. (AE. at 


Biotechnology--United States 
Field crops--United States 


10112 

NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, I 

Resource economics: pieces, on 


Conrad. Ithaca [1988? ill. or’ 
in agricultural 89.1 99-1) king papers 


Economics 


10113 
EXPERIMENT 


nanci. 
1989. 
Baldy economics staff 


sf79-10380 


10114 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, 
A survey 0 ry calcium consumption by women 
two York counties, 1 and 1987; an 
effectiveness, 


of 
res[earc 
Calcium in the body 
Dairy products--New York--Broome County 
Dairy products--New York--Oneida Coun 


Women--health and  hygiene--New ‘York--Broome 


Coun! 
and hygiene--New York--Oneida 
County 


NEW Y 

STATION, I 
Using strategic planning 
business 
1989. ( 


staff paper 89-1) 


ormulate future 
by Gerald B. White. Ithaca, 
rnell agricultural economics 
sf79-10380 

Business enterprises--planning 


10116 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, De 


Utilizing a geograp <j in re system to 
develop icultural 


tabase, 
1988. 22 oly (Cornell agricultural economics 
staff paper 


sf79-10380 
Land use, Rural 


828 
4 
= 
2 STATI 
Some thoughts for 
ee NEW Task Force [byl 
STATI 15 p. (Corne 
New. Yor , .agricultura paper 89-2) 
situation and outlook. 1989. Prepared by extension 
li staff.__Ithaca. 93 p. ill. annual. (A.E. Agricultural credit 
sn86-32767 
| 

] 
10115 
f Agricultural Economics. én 
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10117 
NEW YORK. BUREAU OF BIOSTATISTICS. 
Selected health statistics for hospitals, upstate 
New York. 1985. [Albany] 259 p ill. annual. 


Vital statistics--New York 


10118 
YORK. BUREAU OF LABOR MARKET 
INFORMATION. Annual labor area report for 
Rochester area, 1988/89. [Prepared by William M. 
O88, vii, 53, G 5 p. ill. (BLMI 
report 1988, no. 


York 
Labor supply--statistics--New York 


119 
OF LABOR MARKET 


report 
Willard J. ™, Utica] vi, 39, G 
report FY 1988, no. 33) 


Employment--statistics--New York--Oneida County 
York--Herkimer 
oun 


Utica-Rome 


supply--statistics--New York--Herkimer 


supply--statistics--New York--Oneida 


10120 
NEW YORK. BUREAU OF MUNICIPAL RESEARCH 
AND STATISTICS. from the Special 
rt of the municipal affairs. 
. [Albany] 33 p. ill. annual 


5 
Municipal government--New York 


10121 
NEW YORK. COURTS. Reports of selected cases 
decided in courts of the State of New York other 
than the Court of Appeals and the Appellate 
Division of the Supreme Court. Vol. 138; 
Lawyers Co-Operative Pub. Co., 
xix, 1182 p. 


1-23661 
Law reports, digests, etc.--New York 


10122 
NEW YORK. DEPT. OF ae AND CONTROL. 
[The accuracy = M7 yment insurance benefits 
rocessed by the New York of 
bor for six month 


1988 
September 30, 1988] 1989. 
Caption title. 
80.8-15, 
Auditing--New York 


10123 
NEW YORK. DEPT. OF AUDIT AND CONTROL. 
e actions taken by the Hudson Correctional 
Facility (Facility) cams October 28, 1988 to 
implement the recommendations resented in our 
po it 86-S-26] report. Albany, 1! 188.2 
: 


Auditing--New York 


10124 
NEW YORK. DEPT. OF AUDIT AND CONTROL. 
The actions taken by the State University of 
— York (SUNY) through November 15, 1 to 
the recommendations presented 
au poh ge 85-S-136] report. Albany, 1989.3 1. 
title. 


Auditing--New York 


in our 


10125 
NEW YORK. DEPT. OF AUDIT AND CONTROL. 
Spe 987 — for local fiscal 
an ann 


Municipal finance--New York 


NEW YORK. DEPT. OF ENVIRONMENTAL 
CONSERVATION. Hydrogeology of the Croton- 
Ossinin a area, Westchester County, New York, 
ar Prepared in cooperation wii 
Geological Survey. Albany, 1988. ma 

89 x 114 cm. and smaller. (U, 
Geological Survey. Water-resources investigations 
report 87-4159) 

ssued in envelo 

Title from envelope. 


Hydrogeology--maps--New York--Westchester 
County 


10127 
NEW YORK. DEPT. OF HEALTH. Hobinebiias 
decision report on_ habitability, Love Cana 
cmereen ene declaration area. Albany, 1988. 


be title: Love Canal emergency declaration 
area, decision on habitability. 


Hazardous waste sites--New York--Niagara Falls 


10128 
NEW YORK. DEPT. OF HEALTH. Induced abortions 
recorded in New York tn with five year 
summary. 1985. [Albany] 79 


Abortion--statistics--New York 


10129 
NEW YORK. DEPT. LABOR. of 
pss ours in 
=f ps, New York City, January 
1988. Brooki {1 15 letin tin 


Wages--New York--New York City 
Barbers--New York--New York City 
Beauty culture--New York--New York City 


10130 
NEW YORK. DEPT. OF LABOR. Division of 
R Earnings an ours in 


i York City, 987. Brooklyn [1987?] 8 p. 
"bull tin 3 
3) -641978 


Wages--New York--New York 
Electronic industries--New York--New York City 
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restaurant industry, New York City, October 1987. 
Brooklyn [n.d.] 10 p. ill. (Wage Lh 354) 


Wages--New York--New York City 
lunch rooms, etc.--New York--New 
City 


10132 
NEW YORK. DIVISION OF DAIRY INDUSTRY 
SERVICES. List of milk plants and dealers in New 
York State. June 1988. 35 ty . annual. 


Milk plants--directories--New York 


10133 
NEW YORK. DIVISION OF DAIRY 
SERVICES. List of plants manufacturing 
products in New York State, incloding “compilation 
of plants. bany. 
ann 


iv, 15 p. 
sn86-33823 
Dairy products--New York 


10134 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
Department of Health, protecti ublic ae 
14 report. "fal any, 1988 
Auditing--New York 


89-621392 


10135 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
Division of ~ Police, deployment of patrol 
rs through New York State; report. [Albany, 
6, 14, A 26 p. 


89-621393 


Auditing--New York 


10136 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
The Long Island Rail Road Company, vendor 
payment practices; report. [Albany, 1989] 


Auditing--New York 


10137 
— YORK. DIVISION OF MANAGEMENT A 


UDIT. 
Island Railroad Bankes order 
[Albany, 1989] MS 5 2B A 4p. 


Auditing--New York 


10138 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
Metro-North Commuter Railroad, selected 


Auditing--New York 


10131 
NEW YORK. DEPT. OF LABOR. Division if 
and hours in the 


Veterans--New York 


10139 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
New York City Transit Authority, selected 
report. [Albany, 1989] 


5 
Auditing--New York 


10140 
NEW YORK. DIVISION OF MANAGEMENT AUDIT. 
State University of New York, analysis of the 


financial reparation ‘ocess; re 


Auditing--New York 7 


10141 
NEW — DIVISION OF MANAGEMENT AUDIT. 
Triborough — and Tunnel Authority, selected e 


contract practices; 
et oo. 1989] MS 4, 15, A 1 


Auditing--New York 


10142 
NEW YORK. DIVISION OF PROBATION AND 
CORRECTIONAL ALTERNATIVES. Intensive 
supervision rogram audit response, 
attachments A-H. [Albany, 1988 me 17 1. + ill. 
Issued with let containing 
recommendations #1-#14. 


Probation--New York 
Corrections--New York 


10143 
NEW YORK. LEGISLATURE. 
Annual report. 1 


85-645791 
Aged--services for--New York 


10144 
NEW YORK. LEGISLATURE.. Assembly, Standing 


85-645. 
Education, Higher--New York 


10145 


Gambling--New York 
Horse-racing--New York 


10146 
NEW 


| 
830 
] 
’ 
NEW YORK. LEGISLATURE. Assembly, Standin 
Racing and W ecring Annud ] 
report. 1988. [Albany] 30 I. ill. 
5987-28664 
. [Albany] 7 T. 
85-642250 
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10147 
NEW YORK. LEGISLATURE. 
Notice of public hearings, 
ortheast Interstate airy Compact. 
> Pp. 


--Northeastern States 
ate agreements--New York 


10148 
NEW YORK. LEGISLATURE. Commission i a 
The Commission on Cable 
elevision’s role since the Cable act of 1984 


David Smulski, James Lyons, and Michael Rabel} 


988] 15 ill. report to 


Cable television--New York 


10149 
NEW YORK. LEGISLATURE. i 
x... service 
[by An Kupferman and 
Christopher Wieda] 15 p. 
(Memorandum report to the Le “a 


Leave of absence--New York 
State officials and employees--New York 


10150 
NEW YORK. LEGISLATURE. Commission 
nditur: Youth development an 


elinquenc rogram Martin 
O'Connor Ran Michelte 1988 


an’ 
9 p. ill. report to the he 


Social work with youth--New York 
Juvenile delinquency--prevention--New York 


ne impact 
tion and low-income 
[Albany] 1988. 


Income tax--New York 


10152 
NEW YORK. LEGISLATURE. 
mi Coming to terms wit 
a compilation of vocabulary re ating 
to visible and non-visible disabilities. [2d 
y, 1988] 159 p. 
89-621394 


Handicapped--information services 


10153 
NEW YORK. OFFICE OF JUSTICE SYSTEMS 
ANALYSIS. Crime 
and criminal justice in New tate: a surve 
public opinion. Vol. 1. Crime, neighborh 
safety and responses to crime, prepared by 
7 ©. Lansing. [Albany] 1988. 31, A 3, B 2 p. 


89-621395 
Crime and criminals--public opinion--New York 
Criminal justice, Administration of--public 
opinion--New York 


10154 
NEW YORK. STATE ARCHIVES AND RECORDS 
ADMINISTRATION. Records retention and 
disposition schedule CC-1 for use by public 
community colleges. [Albany] 1988. viii, 47 p. 


Public records--New York 
Community colleges--New York 


10155 
NEW YORK. STATE ARCHIVES AND RECORDS 
ADMINISTRATION. Records retention and 
disposition schedule MI-1 for use misce 
local governments. [Albany] 1988. viii, 71 p. 


Public records--New York 
government--New York 


10156 
NEW YORK. STATE COMMISSION ON QUALITY 
OF CARE FOR THE MENTALLY DISABLED. 
Outpatient suicide: a descriptive study of 172 
outpatient suicides reported by New York State 
mental — programs in 1982. [Albany, 1988] 


vii, 27 p. 

89-621396 
Psychotherapy York 
Suicide--New 


10157 
NEW YORK. STATE LIBRARY, 
nt, Some questions and answers 


vo State ibe service: 


Library services--standards--New 


10158 
NEW YORK. TEMPORARY STATE COMMISSION 
ee THE DISTRIBUTION OF STATE AID TO 
SCHOOL DISTRICTS. Funding for fairness; 
are cae [Albany] 1988. 2 v. 
ommission the Legislature and 
the Governor in August 1988 
Vol. 2 is ill. 

89-621397 

School districts--finance--New York 


10159 
NEW YORK. bh if OF THE STATE OF 
NEW YORK. B 


sy’ at us; a syllabus for secondary 
Ss Agruso and others. Rev.] Albany 
n 

Publications Distribution Unit, 
ssn Education Dept. Room 171, Education 
Building Annex, Albany, ew York 12234. 


Physics--outlines, syllabi, etc. 


10160 
NEW YORK. UNIVERSITY OF THE a OF 
YORK. Division__of Civil 
R 
ection and recognition of the African 
American family. 4th; Jan. 1986. 
Rogers and others. Albany] v "50 aS. ill. annual. 


Afro-Americans--history 


831 
| 
10151 
NEW YORK. LEGISLATURE. Commission _on_ th 
Moder nizg ion ang amp! 
Administration _and_the Tax 
recent tax re orm: family 
working paper 
Bratt.” 
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10161 
NORTH CAROLINA. AGRICULTURAL STATISTICS 
DIVISION. North Carolina ee statistics. 
1987-88. ae os and edited by Doris D. Watson. 
Raleigh. 2 v. il 


Agriculture--statistics--North Carolina 


10162 
NORTH CAROLINA. DEPT. OF 
rtilize: por 386 e 30, 
1987. "Raleigh p. (Dept. "of Agriculture. 
Bulletin 264 
Series number duplicated. 


Fertilizers--North Carolina 


10163 
NORTH CAROLINA. DEPT. OF AGRICULTURE. 
information 
source . [Rale 


Agriculture--North Carolina 


10164 
NORTH CAROLINA. DEPT. OF AGRICULTURE. 


Public Affairs. Division. North artment 
° griculture; certificates & istrations. 


Agriculture--North Carolina 


10165 
DEFT. oF SERVICES. 


89-621421 
Day care centers--North Carolina 
agencies--rules and _ practice--North 
olina 


10166 
NORTH CAROLINA. DEPT. OF HUMAN 
RESOURCES. Dyivisi F; 
care. 
older. ill. 


Day care centers 


10167 
NORTH CAROLINA. DEPT. OF LABOR. A proposal 
for the establishment of a 
= and Skills in Net 
by John C. Brooks. [Raleigh, 1988] 18 p. 


Vocational education--North Carolina 


10168 
NORTH CAROLINA. PUBLIC 
INSTRUCTION. Icohol fi 
etes, 


Division. Student athletes 
eir use and beliefs about alcohol and other 
drugs differ [By Chris Ringwalt. Raleigh, n.d. 


4] p. 


Youths--alcohol use--North Carolina 
Youths--drug use--North Carolina 


10169 
NORTH CAROLINA. DEPT. OF PUBLIC 
INSTRUCTION. Ti Update on 
student performance in reading, mathematics, and 
writing, 1988; North Carolina’ competency test 
program. Raleigh [19887] iv, 54 p. ill. 


based educational tests--North 
Basic education--North Carolina 


10170 
NORTH _CAROLINA. DIVISION OF MOTOR 
VEHICLES. Driver’s handbook. ([Raleigh, 1988] 


90 p. ill 


Automobile driving--handbooks, manuals,  etc.-- 
North Carolina 


10171 
NORTH CAROLINA. DIVISION OF WATER 
RESOURCES. Eno River 
hearing officer’s report; [Raleigh] 
unpaged 


Water-supply--North Carolina--Eno River 
Water resources development--North Carolina--Eno 
River 


NORTH CAROLINA. HAZARDOUS 

MANAGEMENT 

Assistance /Su 

Issued with the Governor’s Waste 

Management 


Hazardous wastes--North Carolina 


10173 
NORTH CAROLINA. LAWS, STATUTES, 
— statutes and rules of the ee taining 
code enforcement Raleigh, 
Officials Qualification Board [n 


Building laws--North Carolina 


10174 
NORTH CAROLINA. MUSEUM OF ART, 
Robes of elegance; Japanese kimonos of t 
sixteenth through twentieth centuries, March 12- 
June 19, 1988, North Carolina Museum of Art. 
[Raleigh, n.d.] unpaged. ill. 


Kimonos--exhibitions 


832 
| 
< | 
NORTH CAROLINA 
i 
4 
i 
10172 
10n. ay care requirements. aleigh} 
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10175 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. i 
Measured crop. performance. orn 


hybrids...Pt. 4. soybeste, 1987 Daryl Bowman. 
1987. 66 p. ill. ( 110) 

Cover title. 
Field crops--testing 


10176 
NORTH CAROLINA. NORTH CAROLINA STATE 
ITY AT GH. 

easured cro tformance, sm. ain, 
Bowmen. PRaleigh, 1987. 31 ill. (Researcl 
report 109) 


Grain--testing 


10177 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. i 
erformance, tobacco. 1987. [By 
[and] Glenn 
111) 


Measured crop i t 
Daryl Bowman, William Terry Ke 
Tart. [Raleigh] 37 p. (Research report 


Tobacco--statistics--North Carolina 


10178 
NORTH CAROLINA. OFFICE OF THE_ STATE 
AUDITOR. Caldwell Community and Technical 
Institute, eng North Carolina; report on audit 
for the year ended June 30, 1987. [Raleigh, 1988] 


41 p. 
Cove r title: Caldwell Community...financial audit 
report. 


Auditing--North Carolina 


10179 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Carteret Technical College, Morehead 
City, North Carolina; report on audit for the 
1588) June 30, 1 and 1986. [Raleigh, 
Cover bitte: Carteret...financial audit report. 


Auditing--North Carolina 


10180 

NORTH CAROLINA. OFFICE OF THE STATE 

AUDITOR. Cleveland Technical College, Shelby, 

North Carolina; for the year 
ended June 30, 1987. 
Cover title: Cievel 


Auditing--North Carolina 
10181 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Coastal Carolina Community College, 
Jacksonville, North Carolina; report on audit for 
the ended June 30, 1 and 1986. [Raleigh, 
1988] 68 p. 
Cover title: Coastal...financial audit report. 


Auditing--North Carolina 


10182 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Dare County clerk of Superior Court, 
Betty S. Mann, clerk, Manteo, North Carolina; 
report on audit for the years ended June 30, 1 
and 1987. [Raleigh, 1988] 8 p. ; , 
Cover title: Dare County...financial audit report. 


Auditing--North Carolina 


10183 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Edgecombe Community College, 
Tarboro, North Carolina; report on audit for the 
year ended June 30, 1987. [Raleigh, p. 
Cover title: Edgecombe...financial audit report. 


Auditing--North Carolina 


10184 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Gaston College, Dallas, North Carolina; 
repest on audit for the year ended June 30, 1987. 
Cover title: Gaston...financial audit report. 


Auditing--North Carolina 


10185 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Guilford Technical Community College, 
Jamestown, North Carolina; report on audit for 
the year ended June 30, 1987. [Raleigh, 1988] 


; 
ver title: Guilford...financial audit report. 
Auditing--North Carolina 


10186 

NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Halifax County clerk of Superior Court, 
Hayes Neathery, clerk, Halifax, North Carolina; 
report on audit for the years ended June 30, 1986 
and 1987. [Raleigh, 1988] 8 p. : J 

Cover title: Halifax County...financial audit 
report. 


Auditing--North Carolina 


10187 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. James Sprunt Community College, 
Kenansville, North Carolina; a on audit for 
the year ended June 30, 1987. [Raleigh, 1988] 


r title: James Sprunt...financial audit report. 
Auditing--North Carolina 


10188 

NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Onslow County clerk of Superior Court, 
Everitte Barbee, clerk, Jacksonville, North 
Carolina; Be awe on audit for the years ended 
June 30, 1986 and 1987. 1988] 8 p. 

Cover title: Onslow County...financial audit 
report. 


Auditing--North Carolina 
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10189 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Pamlico Technical College, Grantsboro, 
North Carolina; report on audit for the year 
ended June 30 1987. | aleigh, 1988] 34 p. 
Cover title: Bamiicc. financial audit report. 


Auditing--North Carolina 


10190 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. The University of North Carolina 
General Chapel Hill, North 
Carolina; report on audit = the year ended 


June 30, 1987. (Raleigh, 198844 p 
Cover tit niversity of North 
Carolina...financial audit report 


Auditing--North Carolina 


NORTH CAROLINA. HEALTH 
KEVIEW BOARD. gel “procedure, Safety and 
Health Review Board of Carolina. Rev. 
Raleigh [1987] 31 p. 
89-621422 


Administrative agencies--rules and _practice--North 
Carolina 


Industrial safety--North Carolina 


NORTH CAROLINA. SAVINGS AND 
DIVISION. Annual 132 p. 


Building and loan associations--North Carolina 


10193 
NORTH CAROLINA. STATE FIRE COMMISSION. 
Directory of fire 7 ae in North Carolina. 
[Raleigh] 1987. vii, 133 p. ill 


Fire-departments--directories--North Carolina 


10194 

NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Analysis 
nonlinear regression models with 
symmetric error covariance structures 
erry B. Hafner. [Chapel 1988. 133 
of Statistics mimeo series 1857T) 

the Dept. of Biostatistics, 
of North Carolina at Chapel Hill. 


Regression analysis 


10195 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. for 
using 
Dennis Cosmatos. Vill 1988. 


a the De of Biostatistics, Unive 
of North at Chapel Hill. 


Diseases--transmission--mathematical models 


10196 
NORTH CAROLINA. UNIVERSITY OF 
CAROLINA. ran 
national technical conference tty fich 
utilization: upgrading from_ feed food Dav 
December 10- 1987. Edited 
Sponsored [in’ cooperation with 
Cant College Programs [and others. 
1988. 405 p. ill. (UNC sea grant 88 
a 


fr my ings of 


89-621390 
Fishery products--congresses 


10197 
CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL 


Government, County salaries in 
ompiled by Carol S. {Chapel “Hill 
57 p. ill. annual. 


County officials and employees--salaries,  etc.-- 
North Carolina 


NORTH CAROLINA. WILDLIFE RESOURCES 
COMMISSION. os 89 North Carolina inland 


fishing, huni regulations 


n.d.} 52 p. 


Hunting--North Carolina 
Fishing--North Carolina 
Trapping--North Carolina 


NORTH DAKOTA 


10199 
NORTH DAKOTA. CENTENNIAL COMMISSION. 
North Dakota celebrates government week, 
Bismarck [n.d.] 4 p. ill 


Statehood politics)--centennial 
celebrations--North Dakot 


10200 
NORTH DAKOTA. CENTENNIAL COMMISSION. 
North Dakota ne Commission facts. 2d ed. 
Bismarck, 1989. 20 p. ill. 


Statehood (American politics)--centennial 
celebrations--North Dakota 


10201 
NORTH DAKOTA. LA STA’ ETC. 
Statutes and rules We bar, 
1988-1989. [Bismarck State Ba {n.d.] 19 p. 


Admission to the bar--North Dakota 


834 
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10202 


icultural trade on an r 
Anderson. Fargo, p. al 
economics repo 

Grain trade--United States 
Agricultural industries--United States 
Export marketing--United States 


10203 
NORTH DAKOTA. DAKOTA 
UNIVERSITY, f_ A; 


Economics, Loan default _ prediction usin 
Mertens and a loan_ pricing wa Timothy 
L. We Leistritz. 


9) 


Default (Finance) 


10204 

NORTH DAKOTA. NORTH DAKOTA STATE 

Iver water use in 


y] Cittord R._Fegert, William C. Nelson, 
Jay A. Leitch. Fargo, 1987. iv, 48 p. ill. 
(Agricultural economics 


Water consumption--Missouri River 
Water-supply--North Dakota 


UNIVERSITY, 
Pricing and mar erg 
ea 


10205 
NORTH DAKOTA. julia 


ort akota durum and HRS wi 1987 crop 
Clow land} William 

49 (Agricultural 
economics re 116) 


1 
Wheat--marketing--North Dakota 


10206 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, r D f_ Agricul 
Single- eller system profitability 
compared to other North Dak 
ems 
1088. 


report 
sf85-2107 
Beef cattle--North Dakota 


10207 

NORTH DAKOTA. NORTH DAKOTA STATE 

UNIVERSITY, D f __Agricultur: 

State-leve tax Jame 0! akota 

mary ames F, Baltezore, 

Jay A. Leitch” “fand Norbert A. Dorow. Fargo, 

1988. 19 p. ill. Chanadeeral economics 
report rt 241) 


sf85-2107 
Taxation, State--North Dakota 


10208 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, r Ds f ul 


of rea Trends across ota: an 

ret. inlay market share, ond 
economics series report 3) 


Retail trade--North Dakota 
Demographic surveys--North Dakota 


10209 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERS The 


hone 
De 


an K. Mc Bride. Pete % regoire. 1988 
6 p. ill. ({Circular 


Bees 


10210 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, F; i Children 


and the media nn argo, 1988. 
6 p. ill. ({Circular] HE-295) 
Mass media and children 


10211 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, F Extension 
focus on oo“ ure, families community. 
[Fargo, n.d.] 16 p. il 


Agricultural extension work 


10212 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
F ice, Extension 
focus on building ‘self-esteem ayne Hankel. 


Fargo, 1988. [4] p. ill. ({Circular| 
Self-respect 


10213 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, F: Extension 
focus on community survival options Ron 
Anderson. Fargo, 1988. [4] p. ({Circular] EF-1 


Community development 


10214 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, F Extension 
focus on effects of drought on rangeland (byl 
Paul M. Bultsma. Fargo. 1988. [3] p._ ill. 
({Circular] EF-11) 


Drought 
Rangelan lands 


10215 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, F Ext Extension 
i Norbert A. Dorow. Fargo, 
ircular] EF-17) 


Agricultural price — Dakota 
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10216 
NORTH DAKOTA 


NORTH DAKOTA. STATE 
Extension 
focus on herbicide residues an management 


att E. Peterson. F 1988. 7 ill. 
Herbicides 
Weeds--control 


10217 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, 


Extension | Service. Extension 
focus on livest nutrition an ternative feeds 


Stephen Boyles and LaDon Johnson. F 


Livestock 


10218 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, F. 


Annet e ‘Bach. Forpo, 


Home economics--accounting 

10219 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, Extension 
focus on marketing alternatives Harlan 
Hughes. Fargo, 1988. 6 p. ill. ({Circular] EF-13) 


Beef cattle--marketing--United States 


10220 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, i Extension 


focus on North ota water q = issues (byl 
Darnell R. Lundstrom. Fargo, 
({Circular] EF-10) 


Water quality--North Dakota 

10221 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, i Extension 
focus on outloo market! strategies for 


7 Dakota crops fy 


Field crops--marketing--North Dakota 


10222 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERS 


es [by] Ann 


focus on parentin 
Mullis. Fargo, 1988-4) p. ill (Circular) EF2) 


Parenting 


10223 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERS 


ITY, Extension 
focus on redu ~ crop production 
by) James 8) He Faigo, 1988. p. ill. 
[Circular] EF-8 


Field crops 


10224 
NORTH NORTH DAKOTA _ STATE 
UNIVERSITY, ension 
focus on to eat less [by] 


Pat Beck. Fargo, 1988. 3 p. ill. ({Circular] EF-9) 
Nutrition 


10225 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, ice. Extension 


focus on impact on (byl 
Harlan Hughes. Fargo, 1988. p. ill. 
({Circular] EF- 


Food prices 


10226 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, Extension 


focus on the healing cy families 
Christianson. Fargo, 1988. [6] ill. 
[Circular] EF-6) 


Family 


10227 
NORTH DAKOTA. NORTH DAKOTA _ STATE 
UNIVERSITY, F. Exte Extension 


focus on_ tillage seedin uipment Carl 
Fan ning. Fargo. 1988. 6 p. ill. srealay] EF-1 
Tillage 


10228 


NORTH DAKOTA. NORTH DAKOTA STATE 


UNIVERSITY, your 
motel energy r Hirning. 
Fargo, 1988. 7 p. ill. (circular) ES-32) 


Energy conservation 
Mote 


10229 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, North 
Dakota’s State an system - an overview 
A. — Jay A. antl 
ames F. Baltezore. Fargo, 1988. 
({Circular] EC-963) 


Taxation, State--North Dakota 
taxation--North Dakota 


others] Fargo, 1988. 12 p. ([ euler] EC-966) 
Beef cattle 

10231 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, F. Ref 
Forum index;’ an index to t 3 ally newspa 
the Forum 1988. “Com 
Julie Albrecht [an ae F eS 422 p. annu 


Dakots-Fargo 
Newspapers--indexes--Minnesota--Moorhead 
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10232 
NORTH DAKOTA. STATE BOARD OF HIGHER 
EDUCATION. Guide to North Dakota — 
1989 legislative session. Bismarck, 
iv, 85 p. ill. 


89-621389 
Education, Higher--North D. 


akota 


10233 
NORTH_ DAKOTA. STATE LIBRARY, Bismarck. 
Dakota library statistics. 1986/87. ismarck. 
79-642503 
Public libraries--statistics--North Dakota 


10234 


mment 

Directory of government officials; 

ederal, State, county, city, township, and special 

district ' officials in North’ Dakota. 1989. Grand 
Forks. 197 p. ill. annual. 


Local officials and employees--directories--North 


akota 
State officials and employees--directories--North 
Dakota 


APTICUNUT. : d 
arm income; pts by 
livestock, crops, and government by 
five-year intervals and 1987. Wooster. 
25 p. ill. (Department series E.S.O. 1134) 

78-648450 
Farm income--statistics--Ohio 


10236 
OHIO. BUREAU OF MOTOR VEHICLES, Detailed 
statement of motor vehicle registration and 


+ ne registration year - 1986 lumbus, n.d. 


Automobiles--registration and transfer--Ohio 


10237 
OHIO. BUREAU OF MOTOR VEHICLES. Detailed 
statement of motor vehicle registration and 
i, registration year - 1987. lumbus, n.d. 


Automobiles--registration and transfer--Ohio 


10238 
OHIO. BUREAU OF WORKERS’ COMPENSATION. 
Report from the administrator. [Columbus] 1988. 
ill. 


89-621399 
Workers’ compensation--Ohio 


10239 
OHIO, DIVISION OF GEOLOGICAL SURVEY. 
Analysis of Ohio coals, 1982-1984, by George 
Botoman and David A.’ Stith. Columbus, 1988. 
iii, 17 p. ill. (Information circular 55 
Issued in envelope — 4 tables. 
89-621400 


Coal--analysis--Ohio 


10240 
OHIO. DIVISION OF GEOLOGICAL SURVEY. 
Glacial _ geology of Geauga County, Ohio, by 
Stanley M. Totten. Columbus, 1988.” iv, 30 p._ ill. 
140) 
ssued in envelope containin: eologic map. 
89-631401 


Glacial epoch--Ohio--Geauga Coun 
County 


10241 

acial geo oO ahonin oun 0 
Stanle M. "Totten | and White. 
Columbus, 1987. iv, 29 p. ill. (Report of 
be 

ssued in envelope containing 1 geologic map. 

89-631402 


Glacial epoch--Ohio--Mahoning County 
Geology--Ohio--Mahoning County 


10242 
OHIO. DIVISION OF GEOLOGICAL SURVEY. 
Report on Ohio mineral industries with directories 
of reporting coal and _ industrial mineral operators. 
1987. Compiled by Sherry W. Lopez. Columbus. 
vi, 113 p. ill. annual. 

84-644227 


Mines and mineral resources--Ohio 
Mineral industries--directories--Ohio 


10243 
OHIO. DIVISION OF GEOLOGICAL SURVEY. Sand 
and gravel resources of Montgomery County, Ohio, 
by Richard A. Struble. [Columbus] 1987. col. ma 
on sheet 99 x 106 cm. (Report o 
investigations 135) 


Sand--Ohio--Montgomery County 
Gravel--Ohio--Montgomery County 


10244 
OHIO. DIVISION OF GEOLOGICAL SURVEY. 
Surficial materials of Portage County, Ohio, by 
Dennis N. Hull. [Columbus] 1987. col. map on 
sheet 77 x 84 cm. (Report of investigations 138) 


Geology--maps--Ohio--Portage County 


10245 
OHIO. DIVISION OF SOIL AND WATER 
CONSERVATION. An_ inventory of Ohio _ soils, 
Adams [by T. E. Lucht and D. L. Brown. 
Columbus] 1988. ii, 34 p. report 84) 


Soil-surveys--Ohio--Adams County 


837 
10235 
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DEVELOPMENT CENTER, Wooster, Dept. of 
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10246 

OHIO. GOVERNOR’S COMMITTEE ON PRISON 
CROWDING, Interim report. [Columbus, National 
Jail and Prison Overcrowding Proj ri Governor’s 
Office of Criminal Justice Services] 1 

Committee by “Richard 
Celeste in August 
89-621403 


Prisons--overcrowding--Ohio 


10247 
OHIO. INDUSTRIAL COMMISSION. Annual report 
of the Industrial Commission of Ohio and_ the 
Ohio Bureau f Workers’ Compensation. 1985-86. 
[Columbus] 2 v. ill 

87-642731 


Workers’ compensation--Ohio 
Industrial development--Ohio 


10248 
OHIO. INDUSTRIAL COMMISSION. Ohio State 
Workers’ Compensation Insurance Fund manual; 
ratin rules, remium_ rates and index o 
effective July 1, 1987. [Columbus, 


“hood? in cooperation with the Bureau of 
Workers’ Compensation. 
Title on spine: Insurance fund manual. 


compensation--handbooks, manuals, etc.-- 


—. LAWS, ST. ETC. Ohio Workers’ 
nsation law. [Columbus] Bureau of 

Wor ers’ Compensation. 261 p. annual. 

Issued in with the Industrial 

Commission. 


Workers’ legislation--Ohio 


10250 
OHIO. LEGISLATIVE SERVICE COMMISSION. 
Summary of enactments, General Assembly. 117th; 
re -Dec. 1988. Columbus. iv, 210 p. 


a copy plus $1.00 for postage and 
74-180122 


hand ing. 
Bills, Legislative--Ohio 


10251 
OHIO. OHIO 
1987/88. 64 p. 
eport year ends June 4 


» Athens. Financial 
State universities and  colleges--finance--Ohio-- 
Athens 


10252 
OHIO. PUBLIC UTILITIES COMMISSION. 
Ohio short term 

orecast utility fue 


nergy 1988-1989. Editor, 

Galip Feyzioglu. [Colum —> 104 p. ill. 

utilities--fuel consumption--forecasting-- 
io 


Gas industry--forecasting--Ohio 


10253 

OHIO. SUPREME COURT. Ohio official reports 
cases argued and determined in the courts a 
Ohio; Ohio State reports, Ohio 
Ohio miscellaneous reports. Vol. 37. Reporte 
Walter S. Kobalka. Cincinnati, Anderson Pub. Co 
1988. various pagings. 

On spine: May-July. 


sn82-5967 
Law reports, digests, etc.--Ohio 


10254 

OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. Corporation franchise 
tax: number _ of rations and 
re tax liabili tax 7. Columbus. 
CF-3 3A, B, 4A nos. 58, 


82-642806 


10255 
OHIO. TAX ANALYSIS AND LOCAL A a nome 
DISTRIBUTIONS DIVISION. income 
taxes: tax rates and amounts lected, b 
— ality. 1987. Columbus. 61. (Table LG- 11, 
no. 


Income tax, Municipal--Ohio 


1 
OHIO. TAX ANALYSIS AND LOCAL GO 
DISTRIBUTIONS DIVISION. Real propert 


valuations: valuations real property asse. 
for taxation and _ real property from 
taxation as alue of real 


operty, county, calendar year all 987. 
1983. [3] 1. (T able PE-1, no. 51 


Real property tax--Ohio 


10257 
OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. of 


1 by_ cl f f 
tax tax year” 1987 ‘Columbus, {588° 1.” (rable PE, 
no. 45) 

Real property tax--Ohio 


10258 
OKLAHOMA. AD VALOREM TAX DIVISION. 


Progress report to the Legislature on pro 
revelnation. 1987. oma 


2 sheets 10.5 x 15 cm. (microfiche) ill 
T 500.6 P964pr. 
72-623242 


Property tax--Oklahoma 

10259 
OKLAHOMA. ADMINISTRATIVE OFFICE OF THE 
COURTS. The jediciary annual report. 1987/88. 
[Oklahoma City] 2 v. ill 
Courts--statistics--Oklahoma 


838 
= 
| 
| 
0249 
| 
: 
= 
| 
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10260 
AERONAUTICS COMMISSIO 
Activity rt. 24th; 1986/87. 
1 sheet 105 x 15 cm. (microfiche) ill. 
A 700.3 A615. 


rts--Oklahoma 
Aeronautics--Oklahoma 


10261 
OKLAHOMA. AGRICULTURAL EXPERIMENT 
STATION, r. Economic analysis of 
selected horse production systems in Oklahoma 
Jennifer C. Goode fand others. Stillwater, 
] 65 p. (Research report 


Horse breeders--Oklahoma 


10262 
OKLAHOMA. _ AGRICULTURAL 


EXPERIMENT 
STATION. of the North 
American ita. D. S. Buchanan and others. 
Stillwater] 1988. 64 . (Bulletin B-786) 

Limousin cattle 


10263 
OMA. AGRICUL’ 


w entatomoi ea 
Hemiptera) 


> Arnold and 
A, Drew. Stillwater] 1 42 4 Cn (Technical 
bulletin T-166) 


Hemiptera--Oklahoma 


10264 
OKLAHOMA. BOARD OF GOVERNORS OF THE 
LICENSED ARCHITECTS AND _ LANDSCAPE 
ARCHITECTS OF Report 
secretary-treasurer, July 1 
Oklahoma City (1084) 1 10.5 x cm. 
(microfiche) 

A 2300.3 


Architects--Oklahoma 
dscape architects--Oklahoma 


KLAHOMA. BOARD OF PHARMACY. Annual 
ort. 1986/87. Oklahoma City. 
eet 10.5 x m. (microfiche) 


P 


60-55044 
Pharmacy--Oklahoma 


10266 
OKLAHOMA. CHILDREN’S HOSPITAL OF 
OKLAHOMA, klah Ci Home care 
instructions and or the neonate. 
Oklahoma _ City, Bal (Dept. of Human 


rvices. DHS p heaton 
Infants--health and hygiene 
10267 
OKLAHOMA. CLIMATOLOGY SURVEY. Annual 
summary. 1986. Norman. 1 sheet 10.5 x 15 cm. 
(microfiche) ill. 
C 2800.3 A615s. 


Weather--Oklahoma 


10268 


J 1, 1988-J 


Economic 


10269 
OKLAHOMA. DEPT. OF COMMERCE. Economic 
report to the Governor, 1987; executive summ 
[by David Penn and others. Oklahoma City, 1 
15 cm. (microfiche) ill 


Economic history--Oklahoma 


10270 
Rescarch ~an OF 
state oO 
Shahidullah {anal 
Oklahoma 2 shee 


John 
s 10.5 x 15 cm. 


85-648751 
Demographic 


10271 
OKLAHOMA. DEPT. OF COMMERCE. Media 
Rs Mark Listing of new 
expan manufacturers and processors. 1988. 
Oklahoma City. 22 p. 


Manufacturers--directories--Oklahoma 


10272 

OKLAHOMA, DEPT. OF COMMERCE. 
Planning Division. Economic report to the 
Governor. 73 1987-88. [By David Penn and 
Gorin, with assistance from Michael 
Townsend and Joanie Raff. tng 
of Commerce, Research and 
and Policy 58 p- 
annua 

1987 ed. issued by the Dept. of Commerce in 
microfiche format. 

1987 ed. by David Penn and others. 


Economic history--Oklahoma 


10273 
OKLAHOMA. DEPT. OF COMMERCE. 


Planning _ Division — community data. 
[Oklahoma City] 1989. pieces. ill 
Each piece covers a different ci 
-621426 
Industrial romotion--Oklahoma 
Economic history--Oklahoma 
Cities and towns--Oklahoma 


10274 
= DEPT. OF CORRECTIONS. Annual 
x 15 cm. (microfiche) ill 


75-645480 
Corrections--Oklahoma 
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10275 
OKLAHOMA. DEPT. OF HUMAN 
about: a, Department of Human_ Servi 
child suppo — City, nd. 1} (DHS 
publication] 88- 


Child support--Oklahoma 


10276 
Division ~of Derr. OF 


t. Juvenile justice 
al monito report accordance 
with the eement wi e Supreme Court 
System at klahoma. 1987/88. oma City] 


Child welfare--Oklahoma 
Social work with youth--Oklahoma 
Juvenile justice, Administration of--Oklahoma 


SERVICES. 


10277 
ry interpreters 
Oklahoma City. 23 p. annual. 
Interpreters for the deaf--directories--Oklahoma 


10278 


directory of services and resources to assist the 


deaf and hearing impaired. 1989. Oklahoma City. 
30 p. annual. 


Deaf--services for--directories--Oklahoma 


10279 
OKLAHOMA. DEPT. OF HUMAN SERVICES. 


ment Inf Divisi Performance 
ApriFTune [Oklahoma City, 
1 ohest 10.5 x 15 cm. (microfiche) ill 


Title on header: Management Information 


report. 


rvice centers--Oklaho 


10280 
OKLAHOMA. DEPT. OF HUMAN SERVICES. Vi 
ning a new world for Oklahoma’s 
and_ visually impair children; Parkview 
School, Oklahoma _ School oy the Blind. [Rev. 


Oklah Ci De f H 
Services. DHS pabjiication Ba-14) 


Visually handicapped children--Oklahoma 


OKLAHOMA. DEPT. LIBRARIES. Inside 
Oklahoma’s on libraries. {Oklahoma City, 
19887] folder. il 


Public libraries--Oklahoma 


10282 
OKLAHOMA. DEPT. OF LIBRARIES. The year of 
the young reader; a manual for classroom 
teachers. ponsored {in cooperation with the] 
State Den. 2 Education and Dept. of Human 
Services. [ Mk. City] 1988. viii, 142 p. ill. 


Books and reading--handbooks, manuals, etc. 


10283 
OKLAHOMA. DEPT. OF LIBRARIES. ee 
Documents Division. State plan for 
overnment cations in Oklahoma depository 
braries. [O oma City] 1988. [4] p. 


Libraries, Depository--Oklahom 
Government States 


10284 
OKLAHOMA. DEPT. OF MINES. [Annual] report. 
76th; 1985-86. City] 
1 sheet 10.5 x 15 cm. (microfiche) ill 
M 2100.3 A615. 
82-641919 


Mines and mineral resources--Oklahoma 


10285 
OKLAHOMA. DEPT. OF TRANSPORTATION. 


avements in by 
Tim M. Oklahoma 198 
1 sheet 10.5 x 15 cm. a 

Issued in cooperation with the Federal Highway 
Administration. 

T 1300.8. 


Pavements, Concrete--Oklahoma 


10286 
OKLAHOMA. DEPT. OF VETERANS AFFAIRS. 
Veterans benefits of the State of Oklahoma. 
Oklahoma City, 1989. 30 p. ill. 


Veterans--Oklahoma 


10287 
OKLAHOMA. DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION. Annual report. 1987/88. 
[Stillwater] unpaged. ill. 


Vocational education--Oklahoma 


10288 
OKLAHOMA. DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION. Carver Information 
Division. Catalog to career ormation, 
[Stillwater, 5 p. ill. 


Occupations 
Vocational guidance 


10289 
OKLAHOMA EMPLOYMENT SECURITY 
—— Rules. [Oklahoma City, 1988] 
Xi 
* Cover title: Rules for the administration of the 
Employment security act. 

89-621419 


Administrative agencies--rules and _practice-- 

klahoma 
Employment agencies--law and_legislation-- 
Oklahoma 


| 
| 
: | 
| 
} 
klahoma 
. 1989. 
a 
“4 
Deal apd Hearne Impaired of 
| 
: 
| 
| 
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10290 
OKLAHOMA. EMPLOYMENT SECURITY 
COMMISSION. ff f mi | 
Oklahoma projections, 
2000. [Oklahoma City] 1989. 1 . ill. 

80-6 162 405 
Employment forecasting--statistics--Oklahoma 


10291 
OKLAHOMA. EMPLOYMENT SECURITY 
—— 
an. oma Ci 
80643603 


Wages--Oklahoma--Oklahoma City 


10292 
rch D over 
unty employment 
wage, da arian R. Martin and 


Labor supply--Oklahoma 
Employment--Oklahoma 
Wages--Oklahoma 


10293 
OKLAHOMA. FILM OFFICE. Annual report. 1988. 
Oklahoma City. 8 p. ill. 


87-644094 
Motion picture industry--Oklahoma 


10294 
OKLAHOMA. FIREFIGHTERS PENSION AND 
RETIREMENT SYSTEM. Annual _ report. 1987. 
Oklahoma City] 1 sheet 10.5 x 15 cm. 
microfiche) 


Fire fighters--salaries, etc.--Oklahoma 


10295 
OKLAHOMA. GEOLOGICAL SURVEY. Petroleum 
core catal po Geological — October 
1988, compiled by Eldon R. Cox Michelle J. 
Summers. ‘Norman, 1988. 143 p. - (Special 
publication 88-4) 

sn81-3239 


Geological specimens--catalogs--Oklahoma 


10296 
OKLAHOMA. HEALTH PLANNING COMMISSION. 
Affirmative action ir 11th; 1987/88. Oklahoma 
er 1 sheet 10.5 x 15 cm. (microfiche 
rt June 30. 


84-641077 
Affirmative action programs--Oklahoma 


10297 
OKLAHOMA. HISTORICAL RECORDS ADVISORY 
BOARD. Annual report. 1987. [Oklahoma City] 
1 sheet 10.5 x 15 cm. (microfiche) 
H 2400.3 A615. 


Archival resources--Oklahoma 
Public records--Oklahoma 


10298 

and rules and 6th; 

8. Okiahoma City) Dept. 

2 sheets 10.5 x 15 cm. (microfiche) annual 
B 300.4 C669. 


Banking law--Oklahoma 


10299 
OKLAHOMA. LAWS, STATUTES, ETC. Oklahoma 
Seed law, as amended 1986. Oklahoma City, State 
t. of Plant Industry Division [n.d.] 
eet 10.5 x 15 cm. (microfiche) 
1140.4 $451. 


Seed industry and trade--law and _legislation-- 
Oklahoma 


10300 
als iv 
[Oklahoma € ity, 


On cover: F Federal, 


roma programs. 


Grants-in-aid--Oklahoma 
Expenditures, Public--Oklahoma 


10301 
OKLAHOMA. LEGISLATURE. 
Representati Research 
J. Enevoldsen and _ Ronal 

ev. oes City] 1987. 1 sheet 10.5 x 15 = 
(microfiche) il 

Issued ) er with the Legal and Fiscal 
Divisions, House of Representatives. 

L 1305.8 B927. 


Budget--Oklahoma 


10302 
Rs : a taxes. hited by Alicia 


ared [in coo with Le 
[Oklahoma City] 1 ill. 


Taxation, 


OKLAHOMA. LEGISLATURE. af 
Representatives. Rescarch Division. Propose 
agency appropriations. 
Oklahoma City] 1987. sheets 10.5 x 15 cm 
[Oklahoma 
Issued in cooperation with the Legal and Fiscal 
Divisions, House of Representatives. 
L 1305.9 A652p. 


Expenditures, Public--Oklahoma 


10304 
LEGISLATURE. Summary of 
islation. 1987. Oklahoma City. 
3's eets 10.5 x 15 cm. (microfiche) 
L 1305.3 S955. 


87-64 
Bills, Legislative--Oklahoma 
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10305 
OKLAHOMA. MATERNAL AND CHILD HEALTH 
SERVICE. Newborn _heari screening program, 
hospital manual. Oklahoma Newborn Hearin 
Screening Program, Maternal Child Healt 
1987. 1 sheet 10.5 x 36 cm. (microfiche) 


1015.1 N534h. 


Infants 
Hearing--handbooks, manuals, etc. 


10306 
OKLAHOMA. OFFICE OF PERSONNEL 
MANAGEMENT. Southeastern Salar 
Conference. [Oklahoma City, 1987 
1 sheet 10.5 x 15 cm. (microfiche) ill. 
Title from header. 
P 1000.3 $727s. 


State officials and employees--salaries, etc.-- 
Southeastern States 


10307 

OKLAHOMA. OFFICE OF PERSONNEL 
MANAGEMENT. Performance audit of personnel 
functions of the Oklahoma Historical Society. 
Conducted at the west of the Special Joint 
Committee on oma Historical 
State pp’ [Oklahoma City] 

1 sheet microfiche) 


P 10003 


--societies, etc.--Oklahoma 
Auditing 


10308 
fiscal 
June 30 capital be 
Oklahoma 


OKLAHOMA. OFFICE 
a compilation of fees collected by Oklahoma State 
overnment. [Oklahoma _ City, 1987] 
a 10.5 x 15 cm. (microfiche) ill. 
itle on header: A com 
F 750.3 F295. 


User charges--Oklahoma 


10310 
OKLAHOMA. OFFICE OF STATE 
Oklahoma tax ference report FY-1988 “Tey, Pee 
Soule. City) 

1 sheet 10.5 x 15 cm. (microfiche) ill. 

Title on : Tax preference... 

F 750.3 T235p. 

89-621408 


Tax expenditures--Oklahoma 


10311 
OKLAHOMA. OKLAHOMA CENTER FOR THE 
ADVANCEMENT OF SCIENCE AND TECHNOLOGY, 


Oklahoma Oly. Centers of excellence; OCAST; a 
cooperative D base for Oklahoma’s economic 
growth. [Oklahoma City, n.d. 2] p. ill. 

High technology--Oklahoma 


10312 
OKLAHOMA. OKLAHOMA CENTER FOR THE 
ADVANCEMENT OF SCIENCE AND TECHNOLOGY, 
Health research; OCAST; support 
or health-related inquiry and 
ment. [Oklahoma City, n.d. 2] p. ill. 


Public 


Offahoma City, OTRN; OCAST; a database of ’ 
oma _ research and _ technology resources. 
[Oklahoma City, n.d. 2] p. ill. 


Information storage and _ retrieval systems-- 
technology--Oklahoma 


10314 
OKLAHOMA. OKLAHOMA CENTER FO 
Oklahoma _City. P: 
report on programs. {Oklahoma City, n.d. 2] p. ‘ath 
Research institutes--Oklahoma--Oklahoma City 


CENTER FOR THE 


10315 
OKLAHOMA. OKLAHOMA 
OF SCIENCE AND TECHNOLOGY, 
SBIR; OCAST; Federal and State 


ADVAN 
Klahoma 

for ‘small Oklahoma businesses. 
[Oklahoma ' City, n.d. 2] p. ill. 
Small business--research--Oklahoma 

10316 
OKLAHOMA, OKLAHOMA STATE UNIVERSITY, 
illwa Financial report. 1987/88. [Stillwater] 
Report your ends June 30. 
State universities and _  colleges--finance-- 
a--Stillwater 


10317 
STATE UNIVERSITY, 


illw r Extension rvi 
Ueation needs assessments 


forestry professionals in Oklahoma Py D. 
Donovan and others. Stillwater, ndJ 24 p. ill. 


(Extension forestry report 2) 
Foresters--Oklahoma 


10318 


Oklz 
27 p. ill. annual. 


Economic 
Economic forecasting--Oklahoma 


: : 
842 
3 

| 
. OKLAHOMA. OKLAHOMA CENTER FOR THE 

| 
LOGY, 
& status 

’ p. il. 
89-621409 
Capital budget--Oklahoma an 
10309 
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OKLAHOMA. PEANUT COMMISSION. Annual 
eet submitted to the Governor of Oklahoma. 

86/87. Madill. 2 sheets 10.5 x 15 cm. 
(microfiche) ill, 

P 700.3 A6 
80-640500 

Peanuts--Oklahoma 


10320 
aa. POLICE PENSION AND 


RETIREMENT 
ARD. Annual report. Oklahoma City. 


1 sheet 10.5 x 15 cm. — che) 


Piel ends June 30 


Police--pensions--Oklahoma 


10321 
OKLAHOMA. STATE BOARD OF COSMETOLOGY. 
Annual report. [Oklahoma City] 
1 10.5 x cm. (microfiche) 


June 30. 


80-649983 
Beauty culture--Oklahoma 


10322 
OKLAHOMA. STATE BOARD OF EDUCATION. 
Importance «, and methods for writi board 
Winona Wettengel] Rey. Oklahoma 


minutes [by 
10.5 x 15 cm. (microfiche) ill. 


Meetings 


10323 
OKLAHOMA. STATE BOARD OF EXAMINERS OF 
PSYCHOLOGISTS. Annual_ report. (1986/87. 
ae yo 1 sheet 10.5 x 15 cm. (microfiche) 


Psychologists--Oklahoma 


10324 
OKLAHOMA. STATE BOARD OF PUBLIC 
ACCOUNTANCY. Public accountancy act and 
rules of general application; directory ‘of certified 
pu ublic accountants and public accountants of 
klahoma. Dec. 1988. [Oklahoma City] IV, 284 p. 


Accountants--directories--Oklahoma 


OKLAHOMA. STATE BOARD OF _ PUBLIC 
Report. 1987/88. [Oklahoma City] 


Report ends June 30. 
76-649716 
Accounting--Oklahoma 


10326 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Accreditation standards for teacher 
education programs approved the eee 
State Board of Education, september 27, 
Rey. a City] 1987. 1 sheet 10.5 x 15 en 
(microfich 
A172, 


Teachers, Tr of--Oklahoma 
Oklahoma 


10327 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Teacher education and 
x 15 cm 


Teachers--certification--handboo man etc.- 
-Oklahoma 


10328 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
On to Oklahoma. Oklahoma 
ity, 1989. unpaged. ill. 


Land settlement--Oklahoma 


10329 
OKLAHOMA. gras DEPT. OF EDUCATION. 
Teacher i teacher 
certification testing p pr ation bulletin 
1987. [Oklahoma City, eet 10.5 x 15 cm. 
(microfiche) 
E 2120.4 C418t. 


Teachers--certification--Oklahoma 


10330 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
i Annual textbook requisition. 
oma City] 160 p. ill. 


Text-books--indexes--Oklahoma 
Text-books--bibliography 


10331 
OKLAHOMA. STATE DEPT. OF HEALTH. 
Oklahoma procedures for newborn 
disorder screening. Oklahoma City, 
Metabolic Screening, Pr Program, State Devt 
Health, 1987.1 sheet 10.5 cm. (microfiche) - 


NS34m._ 
Infants--health and hygiene--Oklahoma 


10332 
OKLAHOMA. STATE DEPT. OF HEALTH. 
State Department 


ics oat statistical 
rep 1986/87. (Oklahoma Ci City] 26 
eport year ends June 30. 


Child health services--Oklahoma 


10333 
OKLAHOMA. STATE. REGENTS FOR HIGHER 
EDUCATION. Academic libraries; annual report on 
academic libraries in Oklahoma. Dec. 1987 
Oklahoma City. 1 sheet 10.5 x 15 cm. (microfiche) 
Title on header: Annual a on academic... 
E 1450.8 L697. 


Libraries, University and college--Oklahoma 
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10334 
OKLAHOMA. STATE REGENTS FOR HIGHER 
EDUCATION. Cam master_ plan 
comprehensive repo of Decembe 

Oklahoma City, 1987. 1 sheet 10.5 x 15 cm. 


(micr 
E 1450.3 C199. 


State universities and colleges--buildings-- 
Oklahoma 


10335 
OKLAHOMA. STATE REGENTS FOR HIGHER 
EDUCATION. The expan <p base; a 
collection of papers, leadership development 
pro 1986. [Oklahoma City, n.d.] 
IV, 

On Oklahoma Network of Continuing 


89-621410 
Learning and _ scholarship--addresses, essays, 
lectures 


OKLAHOMA. STATE REGENTS FOR HIGHER 
EDUCATION. Oklahoma higher education 


ory. Oklahoma City, 1988. 28 p. 
Education, Higher--directories--Oklahoma 


10337 
OKLAHOMA. STATE REGENTS FOR HIGHER 
Fi Affairs. Costs 
ity se e oma State system o! 
hi Oklahoma City 1987. 
1 10.5 x 15 cm. (microfiche) 
E 1450.6 C837. 


Public utilities--costs--Oklahoma 
State universities and _  colleges--buildings-- 
Oklahoma 


OKLAHOMA. STATE TREASURER. 
Oklahoma annual report. [Oklahoma 
1 sheet 10.5 x 15 cm. (microfiche) ill. 

year ends June 30. 


on header: Annual report. 
¥ 1400.3 A615. 


Finance, Public--Oklahoma 


DEPT. 


OKLAHOMA. TOURISM AND RECREATION 
Jae report. 1986/87-1987/88. [Oklahoma City] 
Vv. 
78-640612 
Tourist trade--Oklahoma 
Recreation--Oklahoma 


10340 
OKLAHOMA. TOURISM AND RECREATION DEPT. 


s lakes 


; ev. a City, nd. 
112 p. Ny 


Camp sites, facilities, etc.--Oklahoma 
tr, 


10341 
TOURISM AND RECREATION DEPT. 
Oklahoma’s trails 
guide. oma City, n. p. ill. 


Nature trails--Oklahoma 


OKLAHOMA. TURNPIKE AUTHORITY. Equipment 
1986/87. [Oklahoma 
2 sheets 10.5 x 15 cm. (microfich e) annual. 


ends June 


Inventories--Oklahoma 


10343 
OKLAHOMA. UNIVERSITY OF OKLAHO 
rm Financial statements with _ reports 
certi public accountants. 1987/88. Norman. 


86 
June 30. 
Cover title: The University of Oklahoma annual 
financial report. 
58-37794 


State universities and _  colleges--finance-- 
oma--Norman 


10344 
OKLAHOMA. WATER QUALITY DIVISION. 
Wasteland allocation for conservative 
AR Main R. Hutcheson. Oklahoma City, 
eet 10.5 x 15 cm. (microfiche) | ill. (Water 
Resources Board. Technical 
W 1700.5 W323a. 


Water quality management 


report 87-2 


10345 
OKLAHOMA. WATER RESOURCES BOARD. 
rati jon. Hydrologic investigation 
iver and Little 
Michael L. ‘McGaugh. [Oklahoma city] 
1 sheet 10.5 x 15 cm, (microfiche (Water 
Resources Board. Technical report 86-4 
P 1700.8 H995ca. 


Water-supply--Oklahoma--Canadian River 
Water-supply--Oklahoma--Little River 


OREGON 


10346 
OREGON. CENTER FOR HEALTH STATISTICS. 
rch i ies Ore vital 
Statistics report for [Salem] 
vii, 205 p. 


Vital statistics--Oregon 


10347 
OREGON. DEPT, OF EDUCATION. Secondary 
education reportin of vocational enrollment 
(SERVE), 1 . Salem [n.d.] 25 p. ill. 


Vocational school students--Oregon 
School attendance--Oregon 


Ne 
] 
i 
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57-0006 
Division of Marketing Services 
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10348 
OREGON. DEPT. OF FISH AND WILDLIFE. 
R i Fall chinook 


salmon in _ the eschutes iver, Oregon [by] 
Brian C. Jonasson and _ Robert B. Lindsay. 
Portland, n.d.J 57 p. ill. (Fish Division. 
nformation reports 88-6) 


Chinook salmon--Deschutes River 
Fishery management--Deschutes River 


10349 
OREGON. DEPT. OF GEOLOGY AND MINERAL 
INDUSTRIES. Geology and mineral resources map 
of the Owyhee a oom > Malheur County, 
Oregon, by M. L. Ferns. [Portland] 1988. col. map 
on. sheet 71 x 101 cm. (Geological map 
series GMS-53) 
Issued in envelope. 


Geology--maps--Oregon--Malheur County 


Mines and mineral resources--maps--Oregon-- 
Malheur County 


10350 
OREGON. DEPT. OF REVENUE. Publication 17%; 
Oregon individual income tax guide. 1988 ed 
[Salem, n.d.] 58 p. 


Income tax--Oregon 


10351 
OREGON. DEPT. OF REVENUE. R 
ae property tax statistics. 

Vv. 


71-640238 
Property tax--statistics--Oregon 


10352 
OREGON. ELECTIONS DIVISION. Summary report 
of, contributions and expenditures, 
primary election. 1988. [Salem] 242 p. 
Title on spine: 1988 primary election. 
62-64007 


Campaign funds--Oregon 
Primaries--Oregon 


10353 
OREGON. [EXECUTIVE DEPT. Accountin 
ivisi State of Oregon U. S. 
control leases for the period ended September 30, 
1988. [Salem] 1989. [1] 1. 


Flood control--Oregon 


10354 
OREGON. FISH DIVISION. Annual progress report; 
fish research project Oregon; restoration of the 
native winter steelhead run on the South Santiam 
River above Foster. Dam, contract number: 
DACWS5S7-85-C0068; aes period: 1 October 1986 
to 30 September 1987, ox by M. G. Wade. 
D. V.. Buchanan [and] S. P. Trask. Portland [n.d] 


21 p. ill. 

Cover title: Progress reports 1987; restoration 
of the native winter steelhead run on the South 
Santiam River above Foster Dam. 


Steelhead (Fish)--South Santiam River 
Fish-culture--South Santiam River 


10355 
OREGON. FISH DIVISION. Straying in Oregon 
adult salmon of hatchery ori 1985 [b 
Steven E. Jacobs. [Portland] 1588. 43 p. itt 
(Information reports 88-5) 


Salmon-fisheries--Oregon 


10356 
udget. . [Salem] various pagings. ill. 
85-6470 


Budget--Oregon 


10357 
OREGON. GOVERNOR’S TASK FORCE ON 
CORRECTIONS PLANNING. Emergency plan for 
minimum — security correctional facilities, adopted 
by executive order on September 16, 1987. Salem 
[n.d.] vii, 38 p. ill. 
Task force created on February 1987 by 
Governor Neil Goldschmidt. 
89-621411 
Correctional facilities--Oregon 
Prisons--overcrowding--Oregon 


10358 
OREGON. HIGHWAY DIVISION. Trafic, section. 
Traffic accidents and accident rates on the State 


highway system, 1987. Salem. 341 p. ill. annual 
(Official publication 88-2) 

_ , 78-645544 
Traffic accidents--statistics--Oregon 


10359 
OREGON. OREGON STATE UNIVERSITY, i 
ension 1988 Oregon county and State 
ae tural estimates [by Stanley D. Miles] Rev. 
[Corvallis] 1989. 13 p. (Special report 790) 


Agriculture--statistics--Oregon 


10360 
OREGON. OREGON STATE UNIVERSITY, Corvallis. 
Pxtensiog Service. Stand management; using 
nobcone x monterey wn ine (KMX) in 
western Oregon [by H. Emmingham and 
R. Logan. Corvallis} 1989. 8 p. ill. (Extension 


circular 
The woodland workbook. 
$1.00. 


Pine--Oregon 


10361 
OREGON. PUBLIC EMPLOYES RETIREMENT 
SYSTEM. Comprehensive annual financial report. 
1987. Portland. 6 p. ill. 
State officials and employees--salaries, etc.-- 


Oregon | 
Civil service pensions--Oregon 
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10362 
OREGON. SECRETARY OF STATE. 

i Audit report; SAIF a 
subsidiaries, consol lidated statutory a 
statements, 1986 and 1985 SAIF 
Corporation and financial 
was 3 p. December 31, 1 and 1985. [Salem, 


Auditing--Oregon 


10363 
SECRETARY OF STATE. 


A Audit State of Oregon, 
ommerce, ge Division; pring site 
m re 


i, 6 p. 


Auditing--Oregon 


of 


10364 
report; State of Oregon, Department 
eterans’ Affairs, 1986 
to June 30, 1987. (Salem, 198 1988] 3, 


Auditing--Oregon 


10365 
OREGON. SECRETARY OF STATE. 


Audits. Audit report; State of Org regon 
Corporatio Oregon, June 30, 1987. 
[Salem, 1988} i, 15 1. 


Auditing--Oregon 


10366 
OREGON. SECRETARY OF STATE. 


Audits. ae review report; State o 
regon, Board of Medical Examiners, Salem, 
Oregon, June 1988. [Salem, 1988] i, 8 p. 


Auditing--Oregon 


10367 


January 3 Sale 
1988] 1, 7 p. 


Auditing--Oregon 


10368 
SECRETARY OF STATE. Drsiin of 
Report; State of Oregon, unty 
Government Boundary Commissi Plas 
Oregon, July 1, 1982 to Dessaber 
[Salem, 1988] i, 3 1. 


Auditing--Oregon 


10369 
OREGON. SECRETARY OF STATE. isi 
State of Oregon, Department of Veterans 
review of general fund toners 
fom the Oregon War Veterans’ Bond 


1088] i, 9 in and 1963, October 1988. 
i, 9 


Auditing--Oregon 


10370 
OREGON. SECRETARY OF STATE. 


Qudits. State of Oregon, Judicial 
ashington Count A Circuit rout. specia 
examination, August 1988. [Salem, 1988] i, 5 p. 


Auditing--Oregon 


10371 
OREGON. STATE LIBRARY 
Directo Statistics 0} 
ibraries. 1987/88. Toned by Jim 
— ke and Valerie Soe. Salem. 134 
tional copies $6 ‘ 
5032 


Libraries--directories--Oregon 
Libraries--statistics--Oregon 


10372 
PENNSYLVANIA. AGRICULTURAL EXPERIMENT 
STATION, Uni P. Soil survey of Butler 


County, Pennsylvania y_ Robert V. Smith. 
University Park, 1989] ix, 200 p. ill. 

Issued in_ cooperation with the U.S. Soil 
Conservation Service and others. 


Issue in envelope ae maps. 


10373 
PENNSYLVANIA. ATTORNEY GENERAL’S FAMILY 
VIOLENCE TASK FORCE. Domestic violence; a 
model protocol for police response. [Harrisburg] 
1989. vi, 56 p. 

89-621412 


Family violence 


10374 
Division of Pl .DEPT. OF 


Prisoners--statistics--Pennsylvania 


10375 


10376 
PENNSYLVANIA. DEPT. OF ENVIRONMENTAL 
RESOURCES. Pennsylvania’s Chesapeake Ba 
d recovery; progress report. 


Outdoor Communications in 
cooperation with the Pe: Association of 
Conservation Districts, Inc. 

89-621413 
Estuarine area conservation--Chesapeake Bay 


| 
PENNSYLVANIA «| 
Division | 
| | 
OREGON. SECRETARY OF STATE. Division al 

| 
q ONS. 

> tatistical report. 1980-87. Camp Hill] 44 p. 
560 
Corrections--statistics--Pennsylvania 

® 
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10377 

PENNSYLVANIA. DEPT. OF LABOR AND 
INDUSTRY. isti 
Annual lanning information ~~ or 
MSA. 1988/89. Harrisburg. 
Vii, . ill. 

Cover™ title: Scranton/Wilkes-Barre MSA, annual 
planning information report. 


Labor supply--statistics--Pennsylvania 
Pennsylvania 


10378 
PENNSYLVANIA. HOUSING FINANCE AGENCY. 
Annual report. 1988. a 36 p. ill. 


Housing--finance--Pennsylvania 


10379 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, 
a of Banking, Harrisburg, P ia; 
audit report. ps [Harrisburg] 10 1. 
Report year ends June 30. 


Auditing--Pennsylvania 


10380 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, 
of Revenue, Harrisb i 
audi 


urg, Pennsylvania; 
t report for the year ended June 30, 1986. 


[Harrisburg, 1988] 10 1. 
Auditing--Pennsylvania 


10381 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, 
Governor’s Office, Harrisburg, Pennsylvania; audit 


og for the ended June 30, 1986 and 
1985. [Harrisburg, 1988] 11 1. 


Auditing--Pennsylvania 


10382 

VANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, 
Lieutenant Goyernor’s Office, Harrisburg 
Pennsylvania; audit report for the ne ended 
June 30, 1986 and 1985. [Harrisburg, 1988] 11 1. 


Auditing--Pennsylvania 

10383 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, 


Pennsylvania Game Commission, Harrisburg 
~ ia; audit report. 1985/86. [Harrisburg] 


Report year ends June 30. 
Auditing--Pennsylvania 
10384 
ANIA. OFFICE OF THE AUDITOR 


PENNSYL’ 

GENERAL. Commonwealth of Pennsylvania, 
Pennsylvania Historical and Museum Commission, 
Harrisburg, Penns audit for the 
year ended June 30, 1986. [Harrisburg, 1988] 9 1. 


Auditing--Pennsylvania 


10385 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, 
Pennsylvania Securities Commission, Harrisb 
audit report. 1985/86. 


Report year ends June 30. 
Auditing--Pennsylvania 


10386 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of State 
Service Commission, arrisbu 


r 
; audit report for year ended 
June 30, 1986. [Harrisburg, 1988] 8 1. 


Auditing--Pennsylvania 


10387 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Continental Bank, Norristown, 
Pennsylvania, loan and transfer agent of the 
Commonwealth of Pennsylvania; audit report. 
1985/86. [Harrisburg] 3 1. 

Report year ends June 30. 


Auditing--Pennsylvania 


10388 
PENNSYLVANIA. OFFICE OF THE AUDITOR 


GENERAL. Equibank, Pittsbur Pennsylvania; 
loan and transfer agent of the Commonwealth of 
audit report. 1985/87. [Harrisburg] 
Report period ends June 30. 


Auditing--Pennsylvania 


10389 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. The Fidelity Bank, Philadelphia, 
Pennsylvania, loan and transfer agent of the 
Commonwealth of Pennsylvania; audit report. 
1985/86. 41. 

Report year ends June 30. 


Auditing--Pennsylvania 


10390 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. First Pennsylvania Bank, N.A., 
to Pennsylvania, loan and transfer agent 
of the Commonwealth of Pennsylvania; audit 

eport year ends June 30. 


Auditing--Pennsylvania 


10391 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Mellon Bank (East), N.A., Philadelphia, 
Pennsylvania, loan and transfer agent of the 
Commonwealth of Pennsylvania; audit report for 
the years ended June 30, 1987 and 1986. 
(Harrisburg, 1987] 5 |. - 


Auditing--Pennsylvania 
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Commonwealth | Pennsylvania; audit report. 
ms 87. [Harrisburg] 8 1. 


Report period po June 30. 
Auditing--Pennsylvania 


10393 

PENNSYLVANIA. PENNSYLVANIA HERITAGE 
AFFAIRS COMMISSION. Craft & 
traditional arts in contemporary society, 

exhibition organized 7 the Museum of the ‘Balch 
Institute for Ethnic Studies and the Pennsylvania 
Herit Affairs Commission. Edited by Shalom D 
arrisburg, c1988] 140 ill. 


I in cooperation the Balch Institute 
for Ethnic Studies. ensues 
Handicraft--exhibitions--Pennsylvania 


PUERTO RICO. ADMINISTRATIVE OFFICE OF 
THE COURTS. Informe anual. 1985/86. [Hato Rey] 
iti, 39, A 67 p. ill. 


Court administration--Puerto Rico 


10395 
PUERTO OF RICO. 


No. 12 is ill. 
No. 13 is the last edition issued. 
85-646672 
Literature 
RHODE ISLAND 


10396 
RHODE ISLAND. DEPT. OF ADMINISTRATION. 
ivisi ni Highway functional 
classification -— or the State of Rhode 
Island, 1995- [written by J. 
Compiled in oe ration with the 


Transportation, lanning 

Administrati Division and with 
cities and towns rovidence, various 
pagings. ill. (T paper 130 


Roads--Rhode Island 
Highway planning--Rhode Island 


ADMINISTRATION. 


10397 
RHODE "oe DEPT. OF 
Affai Annual State re 


on government inances and tax equalization. 
1986/87. comes ed by Lillian A. Evans. 

On t.p.: 1 


77 
Local finance--Rhode Island 
Taxation--Rhode Island 


10398 
RHODE ISLAND. STATE LIBRARY, Providence, 
Checklist of Rhode documents; ann’ 
cumulation. 1987. 
State publications--bibliography--Rhode Island 


SOUTH CAROLINA 


10399 
SOUTH CAROLINA. DEPT. OF AGRICULTURE. 
Tobacco report. 1988. [Columbia] State Budget and 
Control Board. 26 p. annual. 

43-50411 


Tobacco--South Carolina 
Tobacco manufacture and trade--South Carolina 


10400 
CAROLINA. OF EDUCATION. 


Annual report. 
umbia. iii, 51 p. ill. 


Television in education--South Carolina 
Radio in education--South Carolina 


10401 
SOUTH CAROLINA. DEPT. OF INSURANCE. 
Annual report. 8st; State 
— and Control Board. 317 p. ill 
Report year ends June 30. 


Insurance--South Carolina 


10402 
SOUTH CAROLINA. DEPT. OF LABOR. 


Licensi South Carolina very ride ety 


Administrative 
Carolina 


Amusement rides--South Carolina 


10403 

SOUTH CAROLINA. LA STATUTES, Code 
of laws of South Chine 1976, annotated 
containing permanent statutes of general 
application to the en the 1988 legislative 
session, prepared — P.M supervision of the 
Legislative uncil and mmissioner and 
adopted as the Official a "al the State the 
session of the General Assembly. Vols. 9 and 

13. ~ meal NY, Lawyers Co-operative Pub. Co. 


[c1989] 2 
76-40676 
Law--South Carolina 


848 
10392 
ic PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Pittsburgh National Bank, ro. 
loan__and __ transfer of 
oF 
i «| 
| 
PUERTO RICO | 
| 
i 
10394 
| 
Co 
aro. Nos. 12-13; May » Dec. . [Ramey 
2 Vv. 
el 
= 
| 
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10404 
SOUTH_ CAROLINA. LA STATUTES, ETC. 
South Carolina child tee and regulation: 
containing amendments through 1988. [Columbia 
Dept. of Labor [1988] ii, 24 p. 
89-621425 
Children--employment--South Carolina 


10405 
SOUTH CAROLINA. LEGISLATIVE AUDIT 
COUNCIL. Report to General Assembly; review of 
teacher salary revenues. [Columbia] 1988.7 p. 


Teachers--salaries, etc.--South Carolina 


0406 
SOUTH CAROLINA. MARINE RESOURCES 
DIVISION. South Carolina marine fisheries, 1977- 
1986 [by]. R. A. Low, D. Theiling [and] E. B. 

67) harleston, 1987. v, 78 p. ill. echnical 


89-621415 
Marine fishes--South Carolina 
Fishery management--South Carolina 


10407 
SOUTH CAROLINA. MARINE RESOURCES 
DIVISION. South Carolina marine recreational 
fishery _ statistics 1987 R. A. Low 
and] C. W. Waltz. Charleston, . Vv, 58 p. ill. 
echnical report 68) 

89-621416 
Fishing surveys--South Carolina 
Marine fishes--South Carolina 


SOUTH CAROLINA. MARINE RESOURCES 
DIVISION. of Fisheries Management. 
Assessment of participation and resource impact 
of shrimp baiting in coastal South Carolina during 
1987, by Dale Theiling. [Charleston] 1988. v, 41 p. 
ill. (Marine Resources Division. Technical 


report 69) 
Shrimp fisheries--South Carolina 


10409 
SOUTH CAROLINA. OFFICE OF VOCATIONAL 
EDUCATION. Procedures manual for handicapped 
and_ disadvantaged programs, developed by 
Annie S. Winstead. Columbia [n.d.] various 
pagings. ill. 


Handicapped children--education--handbooks, 
manuals, etc. 


Vocational education students--handbooks, 
manuals, etc. 


SOUTH CAROLINA. RESEARCH AUTHORITY. 
Annual report. 1987/88. [Columbia] State Budget 
and Control Board. 16 p. ill. 


85-642267 
Research institutes--South Carolina 


10411 

SOUTH CAROLINA. STATE BOARD OF 
EXAMINERS IN SPEECH-LANGUAGE PATHOLOGY 
AND AUDIOLOGY. 1988 directory, laws and 
regulations governing the practice of speech- 
language pathology and/or audiol in South 
Carolina; speech - language pathologists and 
audiologists licensed in South Carolina. Columbia 
[1988?] 68 p. 


S h therapy--South Carolina 
Aodiology-- Carolina 


10412 

SOUTH CAROLINA. STATE BOARD OF 
REGISTRATION FOR PROFESSIONAL ENGINEERS 
AND LAND SURVEYORS. rag roster of 
registered professional engineers [and] registered 

{Columbia} 4 p. 

9675 

Engineers--directories--South Carolina 
Surveyors--directories--South Carolina 


land surveyors. 1987/88 “7 


10413 
SOUTH CAROLINA. STATE BUDGET DIVISION. 
State of South Carolina budget digest. 1989/90. 
[Columbia] 71 p. ill. annual. 
_  87-640001 
Budget--South Carolina 


10414 
SOUTH CAROLINA. STATE COMMISSION ON 
FORESTRY. Annual report. 1987/88. [Columbia] 
State Budget and Control Board. 65 p. ill. 

Report year ends June 30. 


87-643698 
Forest management--South Carolina 
Forests and forestry--South Carolina 


10415 

SOUTH CAROLINA. STATE LAND RESOURCES 
CONSERVATION COMMISSION. Annual report. 
1987/88. [Columbia] State Budget and Control 
Board. 59, a 12, b 6, c 15 p. ill. 

76-647591 
Soil conservation--South Carolina 
Water conservation--South Carolina 


10416 
SOUTH CAROLINA. STATE LIBRARY 


Annual report. 1987/88. [Columbia] State pnb. 
and Control Board. 56 ill. 


State libraries--South Carolina 


SOUTH DAKOTA 


10417 
SOUTH DAKOTA, AGRICULTURAL EXPERIMENT 
STATION, Brookings. Farmland leasing in South 
Dakota [by Scott R. Peterson and _ Larry L 
Janssen. Brookings] 1988. 24 p. ill. (B[ulletin] 704) 


Farm tenancy--South Dakota 
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10418 
SOUTH DAKOTA. CENTER FOR HEALTH POLICY 
AND STATISTICS. 1987 South Dakota rier 
- factor survey. Pierre [n.d.] iv, 28, A5, 29 p. 


89-621417 
Health behavior--South Dakota 
Public health--South Dakota 


19 
SOUTH DAKOTA. CENTER FOR HEALTH POLICY 
AND STATISTICS. South Dakota medical facilities 
utilization and _ services. 1988. [Pierre] 
vi, 51, A 5, B 84, C 143, D 56 p. ill. annual. 


Hospital utilization--South Dakota 


SOUTH DAKOTA. DEPT. OF HEALTH. Annual 
report. 1987/88. [Pierre] 16 p. ill. 


Public health--South Dakota 


10421 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Bison School District no. 52-1 -_, report, fiscal 
year ended June 30, 1988. Pierre [1988] 27 p. 


Legislative auditing--South Dakota 


10422 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Meade School District no. 46-1 audit report, fiscal 
year ended June 30, 1988. Pierre [1988] 28 p. 


Legislative auditing--South Dakota 
10423 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 


ended June ierre 


Legislative auditing--South Dakota 


10424 
SOUTH OF FORESTRY. 1987 
statewide detection survey, ared 


by Richard" Borst” 


Gypsy moth--South Dakota 


10425 
SOUTH DAKOTA. DIVISION OF FORESTRY. 1988 
a infestation evaluation, prepared 
1988. 9p. (South 


bye Ricard 
Gypsy moth--South Dakota 


10426 
SOUTH DIVISION FORESTRY. 
in 13 South Dakota 


Honeysuckle--diseases and pests--South Dakota 


10427 
SOUTH DAKOTA. DIVISION OF FORESTRY. South 
Dakota forest, shelterbelt, and ornamental tree 
t status report. 1987-88. Prepared by Richard 
rset. [Pierre] 2 v. ill. annual. 


etc.--diseases and _pests- 
-South D 

10428 
SOUTH DAKOTA. RACING COMMISSION. Annual 
report. 1988. [Pierre] 23 1. a 


-647297 
Horse-racing--South Dakota 
Greyhound racing--South Dakota 


10429 
SOUTH DAKOTA. SOUTH DAKOTA LOTTERY. 
Annual report. 1987/88. [Pierre] 8 p. ill. 


Lotteries--South Dakota 
10430 
SOUTH DAKOTA. STATE LIBRARY [AND 
ARCHIVES] The South Dakota grant 
directory. Pierre, 1989. 93 p. 
Grants-in-aid--directories--South Dakota 


10431 
SOUTH DAKOTA. STATE LIBRARY i 
akota 


ARCHIVES] _ Pi Statistics of South 
- school compiled by Donna 


Gilliland. [Pierre] 1989. 62 é 
-621418 
School libraries--statistics--South Dakota 


10432 
TENNESSEE. DIVISION OF MUNICIPAL AUDIT. 
Audit report, report on final audit, Environmental 
Protection Agency, of Millington, EPA 
= nos. and "for the 
June 2 1979, to 1986 
Nashville, 1989] 21 p. 


Auditing--Tennessee 


10433 
TENNESSEE. DIVISION OF MUNICIPAL AUDIT. 
Special report, special ee © of books 
and records of the city Tennessee. 
[Nashville, 1989, 9] p. 


Auditing--Tennessee 
10434 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
fel Commercial Driver Institute, subcontractor 


veland State College, Job 
training partnership act, Title II-A adult and 


uth ams for the riod March 1 thro 
June [Nashville, 1989] 3 p. 


Auditing--Tennessee 


850 
4 ] 
| 
| 
f 
f 
if 
| 
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10435 
TENNESSEE. DIVISION AUDIT. 
report, Dickson County Nursing Home...cost re 
for the period July 1, June 388 
and patient accounts for riod July 1, 1987, 
through October 31, 1988. [Nashvi le, 1989] 5 p. 


Auditing--Tennessee 


10436 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Electrohome, Inc. of 
Morristown Area Chamber of Commerce, 
of Community Colle e, 
service de tr nershi 
act, adult and youth the 


rio Jeay'3 1986, through March 31, 1987. 
Nashville 


10437 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Employment Training and Technolo 


Center, Inc., subcontractor o 

Council, service 

training _partnershi act, Tite -A 
July 1, 1986, 

30,1987. [Nashville, 1989] 5 p. 


Regional 


outh Oograms 
through Ne 


Auditing--Tennessee 


10438 

TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Falcon Inc., subcontractor of 
Cocke County Boar Education, subcontractor 
of _ Walters State Community College, | service 
delivery area 2, Job training partnership act, 
Title adult and youth programs for the 
eriod Jul 13 1986, © throu: une 30, 1987. 
[Nashville, 1989] 3 p. 


10439 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
rt and patient accounts for p July 
, through June 30, 1988. [Nashville 


10440 

TENNESSEE, DIVISION OF STATE AUDIT. Audit 
oe Morristown Area Chamber of Commerce, 
ntractor State Community College, 
delive: ea 2, 

act, adult. and 
March 1985, ough 
1989] 8 p. 


Auditing--Tennessee 


partnership 


10441 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
re Oakwood Furniture, Inc., subcontractor of 
Clinch-Powell Educational Cooperative, 
of area Com munity Colle 
service de area aining partner 
act, Title ILA» adult ams for the 


tiod July 27 1986, une 30, 1987. 
[N ille, 1 3 p. 


Auditing--Tennessee 


10442 
DIVISION OF STATE AUDIT. Audit 
Health Care Center, Inc....cost 
the period March 30 through 
C 987 and patient accounts for 
ch 30, 1987, through May 31, 1988. 
Nashville, 1989] 8 p. 


Auditing--Tennessee 


10443 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Smyrna Nursing Center, Inc....cost report 
for the period Oc ober 1, 1986, throu - 
September as and patient accounts for 
etiod October 1, 1986, through February 29, 
988. [Nashville, 1989] 8 p. 


Auditing--Tennessee 


10444 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, State Board of Re; pate, a Peay State 
University. 1987/88. Nashuile]24°p 


Report year ends 
Auditing--Tennessee 


10445 
TENNESSEE. DIVISION Fd STATE AUDIT. Audit 
report, State Board cf. (Be Tennessee 
State University. rag /88, [Nash 


Report year ends June 

Auditing--Tennessee 

10446 
TENNESSEE. DIVISION OF STATE AUDIT. ae 
report, State Board of Re sa5R" Tennesse 
Technological University. 198 [Nashville] 

June 30. 

Auditing--Tennessee 

10447 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Tennessee State School Bond 
Authority. for the Me ended June 30, 1988. 
Nashville [1989] 19 p. 


Auditing--Tennessee 


10448 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, the University of . the year 
ended June 30, 1988. [Nashville, 1989] ii, 3 


Auditing--Tennessee 
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10449 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report, Union Carbide Col subcontractor 
lumbia Job taining service 
elive area ne act, 


iod J 1 1086, 
ri une oO ri 
Nashville, 1989] 5 p. 
Auditing--Tennessee 
10450 
DIVISION OF STATE AUDIT. 


Performance audit, Medicaid waiver project, 
Maury County Case Management reject. 
_ 1989. vi, 69 p. 


Auditing--Tennessee 
M Tennessee 


10451 
DIVISION OF STATE AUDIT. 
Performance audit, Medicaid waiver project 
Shelby Count home and community base 
[Ni 1989. iv, 35 p. 


Auditing--Tennessee 
M Tennessee 


10452 
ee DIVISION OF STATE AUDIT. Review 
< ent of Mental Health and Mental 
= Boards of Trustees. [Nashville] 1989. 
p. 


Mental health facilities--Tennessee 

Citizens’ advisory committees in mental health-- 
Tennessee 

Sunset reviews of government programs-- 
Tennessee 


10453 
TEXAS. ADJUTANT GENERAL'S DEPT. Annual 
1987/88. iv, 47 p. ill. 
eport year ends oo 


Military departments 


10454 
TEXAS. AERONAUTICS COMMISSION. Texas 
aeronautical ee plan summary. [Austin] 1988. 


vii, 57, A 31 p. 
89-621441 
Airports--planning--Texas 


10455 
ATTORNEY GENERAL'S OFFICE. Index to 


Opinions of the attorney general of Texas. 
1088, [Austin] viii, 213 p. annual. 


Attorneys general’s opinions--Texas 


1, basis. 
and expenditures of State funds cash basis. 
78-648987 


10463 
TEXAS. DEPT. OF COMMERCE. i 
Divisi Texas road map to starting a business 
[by Me intosh, Winters & Reeb. n, Southwestern 
oli 


New business enterprises--Texas 


10456 
TEXAS. +7 OFFICE. Child 
nfor i 


ement/operation: au ait report ur 
Andersen & PrAustin} 1989. various pagiags. 
Child support--Texas 
Avdiing 


10457 
TEXAS. CANCER REGISTRY DIVISION. Texas 
cancer mortality statistics. 1987. Austin. 
xiv, 269 p. ill. ann 


84-645922 
Cancer--statistics--Texas 


10458 
COMMISSION ON ALCOHOL AND DRUG 
ABUSE. Substance use among in 
secondary schools - 1988, pre 
Fredlund, Richard T. Spence Carlisle 
Maxwell. Austin, 1989. 9 ‘s4 
-621442 


Substance abuse--Texas 
Youth--alcohol use--Texas 
Youth--drug use--Texas 


10459 
TEXAS. COMPTROLLER’S OFFICE. Biennial 
revenue 1990-91; 7ist Legislature. 


[Austin] 99 
sn85-24012 
Revenue--statistics--Texas 


10460 
TEXAS. COMPTROLLER’S OFFICE. Combined 
coding manual. [Rev. Austin] 1988. various 
Ppagings. 


Taxation--handbooks, manuals, etc.--Texas 
Government paperwork--handbooks, 


manuals, etc.- 
-Texas 


10461 
IMPTROLLER’S OFFICE. Texas annual 


TEXAS. CO 
financial report. 1987 2 v. 


Report year | 


Contents: ---v. ---v. 2. Revenue 


Finance, Public--Texas 


10462 
OF AGRICULTURE. Texas grain 


TEXAS. DEPT. 
warehouses licensed. 120 p. 


Grain 


1 Telephone, 1988] 12 pieces in portfolio. ill. 


ol 
| 

| 
| 
| | 
TEXAS | 
; 
TEXAS. 
G 
35-0438 / | 
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10464 
TEXAS. DEPT. OF HUMAN SERVICES. 
Managemen ment Division 
colonias factbook: a survey of living conditions in 
rural areas of South Texas and West Texas border 
counties, prepared Exiquio Salinas, Michelle 
Bensenberg and) Jan Amazeen. Austin, 1988. 
various . ill. 
89-621443 


Rural conditions--Texas 
Poor--Texas 


10465 
TEXAS. DEPT. OF MENTAL HEALTH AND 
MENTAL RETARDATION. lic __Informati 
Office, Directory of services. 1989. [Austin] 63 p. 
annual. 
Free. 
sn79-1375 


Mentally ill--care--directories--Texas 
Mentally handicapped--care--directories--Texas 


10466 
TEXAS. EDUCATION AGENCY. The accountable 
costs study: a report to the Governor, the 
Lieutenant Governor, and members of _ the 
seventy-first Legislature from the State Board of 
Education. 1987-88. [Austin] x, 95 p. ill. biennial. 


Educational accountability--Texas 


10467 
TEXAS. EDUCATION AGENCY. Long-range plan 
for technol of the Texas State Board of 
Education, 1988-2000. [Austin, 1988] xii, 99 p. 


Cover title: 1988-2000 long-range plan... oe 
$5.00; available from: Publications Distribution 
Office, Education er 1701 North Congress 
Avenue, Austin, TX -1494, 
89-621444 


Educational technology--planning--Texas 


10468 
TEXAS. EDUCATION, AGENCY. State plan for 
regional education service centers as approved 
State Board of Education. [Rev. Austin] 1988. 


vii, 83 p. 
89-621445 
Educational planning--Texas 


10469 
TEXAS. EDUCATION AGENCY. Texas school 
di 1988/89. Austin. 267 p..annual. 
$10.00; available from: Publications Distribution 
Office, Education a 1701 North Congress 
Avenue, Austin, TX -1494, 

76-645436 


Education--directories--Texas 


10470 
EDUCATION 


Development. Physical Education, D 
and alc % ety ‘ 1 

elp prevent accidents “associated with: 
home, student transportation, disasters, 
pedestrians, passengers, fires, consumerism, 
recreation] Austin [1988] vii, 59 
$2.00; available from: Publications Distribution 
Office, Education A YN 1701 North Congress 

Avenue, Austin, TX 78701-1494. 


Safety education 


10471 

TEXAS. [FISHERIES DIVISION] Coastal Fisherics 
Branch. Weight-length and length-lengt 
relationships for 12 saltwater fishes, 7 Norma L. 
Classen, Gary E. Saul, and Gary C. Matlock. 
1988. ii, 9 p. (Management data series 
no. 

Available from: State Publications Clearinghouse 


and Texas depository libraries. 
PWD-RP-3400-284, 


Fishes 


10472 
TEXAS. GOVERNOR’S TASK FORCE ON 
AGRICULTURAL DEVELOPMENT. Texas five point 
agricultural development; report. [Austin] 


Task Moree established by Executive Order 
WPC-88-6, April 21, 1988. 


Agriculture--planning--Texas 


10473 
TEXAS. JUDICIAL COUNCIL. Texas judicial 
system annual report. 60th; 1987/88. Austin, Office 
of Court Administration. 832 p. ill. 
bee ae year ends June 30. 
Includes the twelfth Annual report of the 
Office of Court Administration. 
75-648526 


Judicial councils--Texas ye 
Justice, Administration of--statistics--Texas 


10474 
TEXAS. LAWS, STATUTES, ETC. Annual 
compensation, Teacher Retirement System of 
Texas laws and rules. [Austin, Teacher Retirement 
System of Texas] 1988. [2] p. 


Teachers--pensions--law and legislation--Texas 


10475 
TEXAS. LAWS, STATUTES, ETC. Motor vehicle 
interstate motor carrier & manufactured housing 
tax law. [Rev. Austin] Bob Bullock, Texas 
Comptroller of Public Accounts [1988] 13, 4, 5 p. 
(Comptroller of public accounts 
publication #96-252 
Available from: Come oller of Public Accoun 

Tax oo 111 E. 17th Street, Austin, 


Motor vehicles--taxation--Texas 
Mobile homes--taxation--Texas 
Sales tax--Texas 

Use tax--Texas 


Monthly Checklist of State Publications Vol. 80, no. 6 


10476 
TEXAS. LEGISLATIVE BUDGET BOARD. 
Performance to the Legislature. 8th; 7lst 
Legislature, 1989. [Austin] ene . biennial. 


Budget--Texas 
State governments--Texas 


10477 
TEXAS. LEGISLATIVE COUNCIL. District profiles: 


Austin, 1988] unpaged. 
ill. (Information re no. 88- 

( 
--Texas 


Election districts 
Social history--statistics--Texas 
Economic history--statistics--Texas 


10478 
TEXAS. LEGISLATIVE COUNCIL. District profiles: 
State House of Representative districts. [1st ed 
unpaged. ill. 


1988] (Information report 
Series no. duplicated. 
89-621447 
Election districts--Texas 


Social history--statistics--Texas 
Economic history--statistics--Texas 


established pursuant to House 
Concurrent Resolution 20, 70th Legislature, 
called session. 
89-621448 
Courts--Texas 
10480 
TEXAS. LEGISLATURE. 


ouse st ist, st 


ture. Austin [n. d.]6 1. 


Legislative bodies--officials and employees-- 
directories--Texas 

10481 
TEXAS. i 


ymes law: 
Parliamentary practice--Texas 


10482 
TEXAS. LEGISLATURE. i 


Secon by and t 
1988. report 
no. 1 

88-657074 
Mortgages--Texas 


10483 
TEXAS. LEGISLATURE. 
Senate member st 
. Austin [n. 


Legislative bodies--officials and employces-- 
directories--Texas 


State Senate, and State Board of 
[ist ed. 


port to ne st 
egis ature ‘Texas House of Representatives. 
[Austin] 1988. vi, 62 p. 

Committee was established pursuant to 
Rule One, ox 19, of the House of 


Re carat of the Legislature, February 26, 


89-621449 
Child abuse--Texas 
Pornography--Texas 
10485 
TEXAS. LEGISLATURE. Joi i *] 


n examination 
of selected insurance issues in the Texas 


compensation system, a report prepared by the 
Texas Researc League the Joint Select 
Committee on Workers’ [Austin] 
1988] xxiv, 142 p. ill. 
Committee was established pursuant to House 
Concurrent Resolution 27 of the 70th Legislature, 
called session. 

50. 

89-621450 

Workers’ compensation--Texas 


of the oint elect ommittee. on Workers’ 
State profiles. [Austin, 
n. 
30.65 21451 


Workers’ compensation--Texas 
Workers’ compensation--United States 


compensation by 

Craig ‘Blakely, = Keron tom. ot 
Laborat University or the Joint 
Select Committee Worker’s Compensation, 
+ State Legislature. [Austin, 1988?] 21, 18 p. 


Workers’ compensation--Texas 


10488 
Report on prison industries. 
ustin 
89-621452 
Prison industries--Texas 


10489 
TEXAS. LEGISLATURE. Senate.._O fice of the 
aa. 70th ape session summary. 


d.} 94 1. 
89-621453 
Bills, Legislative--Texas 


10484 ' 

congressional 
‘ 
10479 
TEXAS. LEGISLATURE. House of Representatives 
loint_ Select Committee _on the Judiciary. Interim 10486 _ 
. report . to th st Texas gisiature. [Austin] TEXAS. ISLATURE] Joint mi 
oz 1988. iti, 54 p. ill. | 
| 
1 
TE XA ATUR elec ommittee o7 
4 
| 
ES. 
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10490 
TEXAS. PAN AMERICAN UNIVERSITY 
BROWNSVILLE. Research issues and 
United States Spanish: Latin Amsbrican and 
Southwestern varieties. Edited by Jacob L. 
Ornstein-Galicia, George K. Green ie and] Dennis J. 
Bixler-M4rquez. 311 p._ ill. 
Grande series in linguistics 
no. 
Issued _in cooperation the University of 
Texas at El Paso. 

89-121082 


language--dialects--addresses, 
lectures--United States 


AT 
problems in 


essays, 


TEXAS. SAN ANTONIO RIVER AUTHORITY. 
Annual report. 1987/88. [San Antonio] 46 p. ill. 


Water resources development--Texas--San Antonio 


10492 
TEXAS. BOARD OF EXAMINERS 


DIETITIANS. try of provisional and Seuss 


Dietitians--directories--Texas 


10493 
TEXAS. STATE PROPERTY TAX BOARD. Annual 
report. 1987. Austin. ——- pagings. ill. 


Education--finance--Texas 
Property tax--statistics--Texas 


10494 
TEXAS. STATE PUBLICATIONS CLEARINGHOUSE. 
Supreme Court of Texas indexes to dockets on 
1987-88 [by Charlott Low. Austin, 


n. d.] 75 p. 
89-621427 
Courts of last resort--Texas 
Documents in microform--indexes--Texas 
10495 
TEXAS. TEXAS A & M UNIVERSITY. 
soybean insects y 
Michael O. Way. 
15 p. ill. (B-1501) 


Soybean--diseases and pests--control 


ging 
astiaan rees 
[n. 4] 


ev.] College Station 


10496 
TEXAS. TEXAS A & M UNIVERSITY, college 


xas [by Thomas D. 
others] College Station n. d.} 12 p. ill. (B- 


Vegetables--Texas 


J Jr. [College 
Series on public issues 


89-621428 
International relations--addresses, 


essays, 
lectures--United States 


activity 

Statio 
ation 

research) 


major ‘Texas cities, 
toy) “Arthur L. Wri 
2p. ill. 


Solutions through 


89-621429 
Building--statistics--Texas 


10499 
TEXAS. TEXAS A & M UNIVERSITY. College 
Bs Appraising without 
compara expan concept of 
ractice; ‘technical report Py}, Terry V. Grissom 
on e Station, 1 iii, 23 p. ill. (Solutions 
research) 


Real property--valuation--Texas 


re 
Wright. Colle; “Station, ii, 80 p. 
(Solutions through resear 

-621430 


Real estate business--statistics--Texas 
House selling--statistics--Texas 
Housing, Single family--statistics--Texas 


10501 
Real estate review 
special repo rt 


Jack Harris. 
1989. College Station. ill. annual. 
(Solutions through research) 


Real estate business--Texas 


10502 
TEXAS. TEXAS A & M UNIVERSITY, College 
Stating Should mortgage rate 
commitments enfor Special report (byl 
Jack C. Harris. pan. Station, 1989. iii, 7 p. 
(Solutions through research) 


Mortgage loans--Texas 


10503 
TEXAS. TEXAS HEALTH AND HUMAN SERVICES 
COORDINATING COUNCIL. Health and human 
services in Texas: a reference guide. ed. rev.] 
Austin, 1989. v, 661 p. 

89-621431 


Public health administration--Texas 
Public welfare administration--Texas 


10504 
COORDINATING BOARD. Research funds re 
for the fiscal year ended August 31, 1988: pu fic 
senior institutions and agencies of higher 
education in Texas. [Austin 


Research--finance--Texas 
State universities and colleges--finance--Texas 


10498 
TEXAS. TEXAS A & M UNIVERSITY, 
ati R nter, Annual 
1973-87; techni 
10491 
10500 
TEXAS. TEXAS A & M UNIVERSITY, 
s in 
ur L. 
ill. 
| 
10497 
TEXAS. TEXAS A & M UNIVERSITY, College 
n fe lucation and Research in 
0 
reedom dela 
Station, c 98 ] 9p. 
no. 
$2.00. 
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10505 
TEXAS. TEXAS LITERACY COUNCIL. Planning for 
a_ literate work force. Presented to the Governor 
of Texas, the Lieutenant Governor of Texas, the 
Speaker of the House, the members of the 7ist 


by R. 48 of the 70th 


vailable_ from: Texas Literacy Coad, De of 
O. Box 12728, Austin, TX 78711 


Literacy--Texas 


10506 
TEXAS. TEXAS MEMORIAL MUSEUM. Coryphodos 


Trans-P [by] 
Spencer G. [Austin] 1989. bor p. ill. 
(Pearce -Sellards series no. 46 


Paleontology--Texas 


10507 
TEXAS. TEXAS STATE DATA CENTER. Estimates 
of total of counties in Texas 
Dept! ethnicity for July 1, 1987, 
prepared” of Rural Sociology, Texas 
Agricultur. thf Station, Texas A&M 
niversity System. [Austin] Texas "State Population 
Estimates and a Program, Texas State 
Data Center, De of Commerce, 1988. various 


pagines. 89-621433 
Population--statistics--Texas 


10508 
TEXAS. TEXAS TRANSPORTATION 


of modiied Texas 
Hirsch and Perry 
Romere. Dept. of Hi 
al 


wae 

and Public Transportation in cooperation the 
Federal Highway Administration. Station, 


from: National Technical Information 


sere, 5285 Port Royal Road, Springfield, VA 


FHWA/TX-88/1179-1. 
Bridge railings 


10509 
TEXAS. TEXAS TRANSPORTATION 
guardrail en 


treatments. by Development of new 
treatments, Dean L. Sicking and [others] 


msored by State Dept. of Highways and Public 
ee Bd in cooperation with the Federal 
Highway Administration. College Station, 1988. 


various pagings. ill. (Research report 404-1 
Available -~ National Technical Information 


oo 5285 Port Royal Road, Springfield, VA 


FHWA/TX-89/404-1F. 
Roads--guard fences 


10510 
TEXAS. TEXAS INSTITUTE, 


by J. Uzan fand® other] by State Dept 
of Highways and Public Trans 
cooperation with Federal Hi way 


College Station, 1988. viii, 72 p. 
1123-1) 

Available from: National Technical Information 
one. 5285 Port Royal Road, Springfield, VA 
FHWA/TX - 88/1123 - 1. 


Pavements--testing--computer programs 


10511 
TEXAS. TEXAS TRANSPORTATION 


College Station. The North Freewa' 
evaluation of operations ihe 


1 th 

ear of operations, Mobert Ww. Stokes, 
ennis L. ristiansen, "had Stephen E. Ranft. 
somes by State Dept. of Highways and _ Public 

ansportation in cooperation with the Federal 
Highway | no. Colle eas Station, 1988. 
xvil, 87 339-13) 

Available from: National Technical Information 
ie 5285 Port Royal Road, Springfield, VA 
FHWA/TX-88/339-13. 


High occupancy vehicle lanes--Texas--Houston 


10512 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 
B B R Maquilas: economic 
acts oreign investment opportunities; 
Japanese special case [by] Elsie 
everri-Carroll. c1988] ix, 77 ill. 

monograph 1988-1) 
Issued in cooperation, with the Center for 
Technol Venturing, IC“ Institute, University of 


Texas at Austin. 

89-621434 
Offshore assembly industry--Mexico 
Investments, Japanese--Mexico 
Area studies--Mexico 


10513 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 


Burcay_of Economic_Gvology, Effects of_facies and 
igenesis_ on reservoir heter Emma San 


Andres Field, West Texas [by] Stephen 1 
Harris Cander. 1988. vi, 
eport of investigations no 
sn86-1 


Oil fields--Texas 
Geology--Texas 


10514 
— UNIVERSITY OF TEXAS AT — 


Burcay of Feonomic Hydrogeol 
Hh rochemistry of the a 


aqu 
igh Plains, Texas Panhandle, on eastern New 
Mexico, by Ronit Nativ. Austin, 1988. iv, 64 p. ill. 
(Report of investigations no. 1 
sn86-1476 


Wart 


856 
| 
; re 
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10515 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 
f R 
evaluation of hi rojects and pr 
Foster. Conducted for State De 


and Public [Austin] 1987. vii, 25 p. 
ill. (Research repo 


Road construction--Texas 


10516 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 
R of 
contracts in 
District 12, by Ward 
J. T. O’Connor. Conducted fn State Dep 
Highways and Public Trans [Austin] 1988. 
iii, 10 p. ill. (Research report 954- 
“Available from: National Technical Information 


a 5285 Port Royal Road, Springfield, VA 


TX-88 + 954-1F. 
Road construction--Texas--Harris County 


10517 
boggy _OF AT AUSTIN. 
“fi 
ntario- stee ers, 
K. H. aa for State Dept. 
of Highways and Public Transportation > 
cooperation with the Federal Highwa 7 
Administration. [Austin] 1988. xix, 154 p. il 
(Research report 350-4F) 
Available from: National Technical Information 
a. 5285 Port Royal Road, Springfield, VA 
FHWA/TX-88 +350-4F. 


Bridges--floors 


10518 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 


Center for Transpor Research. Coarse 
aggregate study evaluation, b' 


illiam J. Green [and Conducted for ’State 
Dept. of Highways and_ Public in 
cooperation with the Federal High way 


Administration. [Austin] 1987. vi, 32 p. 
(Research report no. 422-1) 
Available from: National Technical Information 


5285 Port Royal Road, Springfield, VA 


FHWA/TX-88 + 422-1. 


Pavements, Reinforced concrete--evaluation--Texas 


10519 
. UNIVERSITY OF TEXAS AT AUSTIN. 
nter__ fi Tr. R Estimatin; 
residual fatigue life of bridges, by Jeff Post, 
Karl H. Frank, and Bahram (Alec) Tahmassebi. 
Conducted for State Dept. of Highways and Public 
Transportation in cooperation with the Federal 
Highway Administration. [Austin] 1988. xi, 106 p. 
ill. (Research report no. 464-1F) 

Available from: National Technical Information 


Soreee 5285 Port Royal Road, Springfield, VA 


FHWA/TX + 464-1F. 
Bridge failures--computer programs 


10520 

UNIVERSITY, OF AT AUSTIN. 
ter for Trans rch. Evaluation of 
pores exas S mn standards for CRCP. 
W. Mooncheol Won, B. Frank [and 
R. Hudson. Conducted for the State Dept. o 
wih ways and Public Transportation in cooperation 
the ee Highway Administration. [Austin] 

41 p. ill. (Research report 472-1 
able from: National Technical Information 


Sa 5285 Port Royal Road, Springfield, VA 


FHWA/TX-88+ 472-1. 


Pavements, Reinforced concrete--standards--Texas 


10521 

TEXAS. UNIVERSITY ‘e TEXAS AT AUSTIN. 

nter_for_T: Guidelines for 
the proper use of supe ee in concrete, by 
William C. Eckert and Ramon L. Carrasquillo. 
Conducted for State Dept. of Highways and_ Public 
Transportation in cooperation with the Federal 
Highway Administration. 1988. 
xxiv, 218 p. ill, (Research poner no. 1117-2 

Available from: National Technical {nformation 
Sores. 5285 Port Royal Road, Springfield, VA 


FHWA/TX-89+1117-2F. 


Pavements, Concrete 


10522 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 


coating prob 
oO concrete coatin ro lems, 


Mohamed-Asem U. Abd dul-Malak [and 
Conducted for State Dept. of Highways and “Public 
Transportation in cooperation with Federal 
Highway Administration. [Austin] 1987. v, 34 p. ill 
(Research report 451-1F) 

Available from: National Technical Information 
Som 5285 Port Royal Road, Springfield, VA 
FHWA/TX-88 + 451-1F. 


Pavements, Concrete 
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10523 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 
T A study of 
rengt girders in 
bridges 
by eid Ww. strodale, E. Kreger 
urns. Conducted for ‘State Dept. of ways. an and 
Public in cooperation iw 
Highway Administration. [Austin] 1988 
== (Research report 381-4F) 
On tp: review co} 
ble from: National Technical Information 
Sore. 5285 Port Royal Road, Springfield, VA 
FHWA/TX-88 + 381-4F. 


com 


10524 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN 


Lyndon of Public Affairs. A 
supplementary azardous materials 


transportation a report by_ the 
Hazardous Materials a in Texas 
Policy Research Project, th = Texas 
at Austin. [Austin] 1988 sn 20 ill. 
icy Research me no. 


Hazardous 


10525 
TEXAS. UNIVERSITY OF TEXAS AT_ AUSTIN. 


u attitude assessment in_ the 


ent of emergency service ES for the 
—_, Texas, a report by Coll. 
xv, 202 p. ill. (Special 


89-80138 
medical services--public opinion-- 


exas--A 
Ambulance service--public opinion--Texas--Austin 


VETERANS COMMISSI 
wounds [by David Gelman. Austin[ 1989. 


A ION. Treating war’s 
exas Veterans Commission hlet in) 
— 


Post-traumatic stress disorder--United States 
Veterans--mental health--United States 


10527 
MEDICAL DIAGNOSTIC 


TEXAS. 
LABORATO) Financial report. 
19th; 1987/88. p. annual. 


Report year ends 
Auditing--Texas 
UTAH 


10528 
UTAH. AGRICULTURAL EXPERIMENT STATION, 
1988 Utah small grains performance trials 
an W,G. Dewey Logan, 
.V, . (Research re 
Grain--varieties--Utah 


10529 
UTAH. ARTS + om Annual report. 1987/88. 
Re ends June 
83-646134 
Art commissions--Utah 


DEPT. OF NATURAL RESOURCES. Annual 
report ort 1987/88. (salt Lake City] 107 p. ill. 
eport year ends June 30. 


Natural resources--Utah 


10531 
UTAH. GEOLOGICAL AND MINERAL SURVEY. 
Annual production =. distribution of coal in 
Utah. 1 Sy & chie D. Smith lend F. R. 
Jahanbani. [Salt Lake City] 8 IEA A ill. (Circular 80) 


Coal mines and mining--Utah 


10532 
UTAH. GEOLOGICAL AND MINERAL SURVEY. 
Geologic map of the Howell quadrangle, Box Elder 
County, Utah, - by Teresa E. Jordan, Richard W. 
Max Crittenden, Jr. [Salt 
Lake City] 1988 10 p. ill. (MAP 107) 
Issu in envelope with 2 geologic maps. 


Geology--maps--Utah--Box Elder County 


10533 
UTAH. GEOLOGICAL AND MINERAL SURVEY. 
Geologic map of the bis Mountain 
ne, Box Elder County, Utah, _ E. 
dan = [others. Salt Lake City] 1 10 p. ill. 


Issued with 2 geologic maps. 
Geology--maps--Utah--Box Elder County 


10534 
UTAH. GEOLOGICAL AND 
Ground-water resources of the central 


SURVEY 
F Don Price. [Salt Lake Cy] 
ront ar on ice. t e 1 
1088.5 pill. (MAB 


Issued in 3 geologic maps. 


Water, Underground--Utah 
Water-supply--Utah 
Geology--maps--Utah 


10535 
UTAH. STATE OFFICE OF EDUCATION. Annual 
report of the state superintendent of public 
instruction. 1987/88. Salt _ ity. vii, 27 p. ill. 
Report year ends June 30. 


Education--Utah 
State departments of education--Utah 


10536 
UTAH. STATE OFFICE OF EDUCATION. Utah 
—_ directory. 1988/89. [Salt Lake City] 150 p. 
anni 


82-644130 
Education--directories--Utah 


| 
10530 
| 
4 
| 
| 
10526 
4 
] 
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10537 
UTAH. STATE OFFICE OF EDUCATION. Utah 
school finance reference manual. 1988/89. Salt 
Lake City. iii, 125 p. ill. annual. 


83-641054 
manuals, etc.-- 


10538 
UTAH. STATE OFFICE OF REHABILITATION. 
report. 1987/88. [Salt Lake City] ii, 56 p. 


Re ends June 30. 
88-652550 
Vocational rehabilitation--Utah 


10539 
UTAH. SUPREME COURT. West’s Utah reporter; 
cases decided in the Supreme Court, reported in 
Pacific reporter, second series, a unit of the 
National eporter System. Vol. 755-762; 1989. 
St. Paul, West Pub. Co. various Is 


Law reports, digests, etc.--Utah 


10540 
UTAH. UTAH NATIONAL GUARD. Annual report. 
1988. [Draper] 71 p. ill. 


87-643635 
Military departments and divisions--Utah 
VERMONT 


10541 

VERMONT. DEPT. OF EMPLOYMENT AND 
TRAINING. Poli Inf i 
1988 supplement, employment earnings: 
statewide, Burlington, Barre; employment 
in manufacturing. [Montpelier 

39. 
Employment--statistics-- Vermont 
Wages--statistics-- Vermont 
Hours of labor--statistics-- Vermont 


VIRGINIA 


10542 

VIRGINIA. AGRICULTURAL | EXPERIMENT 
STATION, An evaluation of alternative 
strategies for Virginia oyster grounds management: 
economic considerations in licy design [by] 
Leonard Shabman [and] Eric Thunberg. Blacksburg, 
1988. ix, 105 p. ill. (Bulletin 88-4) ae 
A_ Virginia Sea Grant publication. Publication 
VSG-88-03. 


no. 
sn83-2122 
Oyster fisheries--Virginia 


10543 
VIRGINIA. COUNCIL ON INFORMATION 
MANAGEMENT. Interim report...to the Governor 
and the General Assembly of Vi Richm 
1989. 50 p. ill. (Senate document no. f 

Council created pursuant to House bill 510 of 

the 1988 session of the General Assembly. 

89-621435 


Electronic data processing--Virginia 
Administrative agencies--automation--Vir 

Information storage and retrieval systems-- 
Virginia 


10544 
VIRGINIA. DEPT. OF GENERAL SERVICES. 
gen for asbestos of all State-owned 
buildings and all public schools to the Governor 
and the General mbly of Virginia. Richmond, 
1989. 11 p. (Senate document no. 27) 


Asbestos in building-- Virginia 
Public buildings-- Virginia 
School buildings-- Virginia 


10545 
VIRGINIA. DEPT. OF TRANSPORTATION. 
Hazardous materials transportation rules and 
regulations at bridge-tunnel facilities in the 
Commonwealth of Virginia; effective May 25, 1988. 
[Richmond, 1988] v, 180 p. 
Issued in cooperation with the Chesapeake Bay 
Bridge-Tunnel District. 
$1.56, payable to the Treasurer of vee 
available from: State Traffic Engineer, Dept. 
nae 1401 East Broad Street, Richmond, 
VA 23219. 


89-621469 
Administrative agencies--rules and practice-- 


Irginia 
Hazardous substances--transportation-- Virginia 


10546 
VIRGINIA. GENERAL ASSEMBLY. Joint 
ibcomm ‘ 0 at 


ittes 
Right of Redemptio 


Liea R 
the Gen Assembly of Virginia. 
Richmond, 1989. 10, 2 p. (House document no. 22 
The subcommittee was established pursuant to 
House Resolution no. 185 of the 1 session of 
the General Assembly. 
89-621471 


Redemption (Law)--Virginia 
Land titles-- 


10547 
VIRGINIA. GOVERNOR. List of _ pardons 
commutations, reprieves, and other forms o' 
clemency to the Governor and the General 
Assembly of Virginia. Jan. 1, 1988/Jan. 11, 1989. 
Richmond. unpaged. annual. (Senate document 


no. 2) 

A42-3801 
Pardon--Virginia 
Parole-- Virginia 


859 
88-6460 
e 
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VIRGINIA. LAWS, STA ATUTES, ETC. Highway laws 
of Virginia; regu and cases 
pertz to ent of Transportation; 
reprinted from Cox le of Virginia and the 1988 
—— supplement. [Richmond] Dept. of 
Transportation, 
Prined by the 


89-621470 
Highway law--Virginia 


10549 
VIRGINIA. MUSEUM OF FINE AR’ TS, Richmond, 
hot 
select acquisitions since exhibition hi held 


January 17-March 12, 1989, ‘vig Museum o 
Fine Arts. [Richmond, n. d.] un 


Photographs--exhibitions 


10550 
VIRGINIA. NORTHERN VIRGINIA 


Report year ends June 30. 
Community colleges-- Virginia--Annandale 


10551 
VIRGINIA. UNIVERSITY OF 


century Fren Catesby Jones 
Collection [cata on exhibition held 
January 24-March 5, 1589 Bayly Art 
Museum, Universi Charlottesville. 
[Charlottesville, 1989 Gate 
-621436 


Graphic arts, French--exhibitions 


10552 


“target 

5 by} John L. Knapp in association 

Argue and [others] Charlottesville, 

1087, viii, 117 p. ill. 
_89-621437 


Economic history-- Virginia 
Industry-- Virginia 


VIRGINIA. 
lolence ome: 
orl ern mia resource manual; a directory of 
t an 
Shands Falls hurch] F088. xxi, 49 p. 
Issued in cooperation with the Junior League of 
Northern Virginia. 
89-621438 


Family violence--treatment--directories--Virginia 


10554 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 
Service. 4- - oject 
al pon = uters eorge can, 

ays, Turner with from 

Anna locas rte Richard Maurer. Blacksburg] 1988. 
19 r, ill. (Publication 388-141) 

Issued in cooperation with Virginia State 


Uni 
At Theat of title: 4-H 1077B. 
A reprint. 


Four-H club projects 


“H” computer project 
earning about programming eorge A. 
Duncan, Lee Hays, and George Turner with 
assistance from Anna Lucas and Richard Maurer. 
Blacksburg] 1988. 39 p. ill. (Publication 388-142) 

Issued in cooperation with Virginia State 
University. 
At head of title: 4-H 1078B. 
A reprint. 


Four-H club projects 


10556 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 


Serves. 4-H ve poperative 
unit eginners [bs Diane Relf] Rev. 


[Blacksburg] 1988. sp . ill, (Publication 426-891) 
Issued in cooperstign with Virginia State 
University. 


Four-H club projects 


10557 

VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 
Extension -H working recor 

acksburg Voodworking rative 
xtension Service [Virgi Polytechnic nstitute 
and State University] 1 ill. (Publication 
396-100 

Issued in cooperation with Virginia State 
University. 

A reprint. 


Four-H club projects 


VIRGINIA IRGINIA POLYTECHNIC INSTITUTE 
AND 


Publi ication 426-401) 


Issued in with Virginia State 
University. 
Virginia gardener. 


Asparagus-- Virginia 


860 
| 
al 
10555 
a VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
| 
| 
4 
| 
al 
4 
4 | 
ag 
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10559 

VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, B rai 
Eatension Service, Assessing apple maturity 
in Virginia for long-term 
Richar and Mosbah [B acksburg| 
1988. 4 ill, (Publication 422-022) 

Issued in cooperation with Virginia State 
University. 


Apple--Virginia 


VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERS 


ublication 


Issued in with Virginia State 
University. 


Virginia gardener. 
Box 


10561 
VIRGINIA. VIRGINIA INSTITUTE 


AND STATE UNIVERSITY pera 
Service. Children’s y 
Rev. [Blacksburg] 1988. "14 


348-121) 


Issued in cooperation with Virginia State 
University. 
Home economics. 


Food habits 
Children--nutrition 


10562 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 


AND STATE UNIVERSITY, B ra 
Cole crops 
an McDaniel. {Blacksburg} 1 


3 P: ill. (Publication 426-403) 
ssued in cooperation with Virginia State 
University. 
gardener. 
A reprint. 


Brassoca 


10563 
VIRGINIA. VIRGINIA INSTITUTE 
AND Seni i 


Issued in cooperation with State 
University. 

Home economics. 

A reprint. 


nn A. 
blication 


Food--fat content 


10564 


AND STATE UNIVERSITY, B 
Fiber in the nn A, 
ertzler. urg] 1988. [4] p. ‘<i ublication 
348-912) 
Issued in cooperation with Virginia State 
University. 
Home economics. 


A reprint. 


Fiber in human nutrition 


10565 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY Blacksburg. Cooperative 
Vxtension Service. Groundwater ity and the 
awn and garden chemicals home owners 
Waldon_ Kerns others. Blacksburg, 1988] 
p. ill. (Publication 4 6-059) 
Issued in cooperation with Virginia State 
University. 


Lawns 
Water, Underground--pollution 


10566 
VIRGINIA. VIRGINIA INSTITUTE 
AND STATE UNIVERSITY, 
Extension rvi “Guidel ines planting 
andscape aul L. Smeal “end Bonnie 


1988. 8 p. ill. (Publication 


Issued in cooperation with Virginia State 
University. 
A reprint. 


10567 
INIA I 
Bl 
bs Ann A. 
rg] 1988. “ay >. ublication 


Issued in cooperation with Virginia State 
University. 

Home economics. 

A reprint. 


Herbs 
Spices 


10568 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
UNIVERS. 


ITY, Blacksburg. Cooperative 
Intensive ardenin, met 


and Alan McDaniel. [Blacksburg] 
. [4]_p. ill. (Publication 426-335) 
Issued in cooperation with Virginia State 
University. 
Virginia gardener. 


Gardening 


861 
Landscape gardening 
Trees 
- tive AND STATE U 
Extension Service 
83 ertzler. acks' 
° 
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10569 

VIRGINIA. VIRGINIA INSTITUTE 
AND STATE UNIVERSITY, B 

i Irrigating ome garden [by 
iane acksburg] 1989. [2] p. (Publication 
426-322) a 
Issued in cooperation with Virginia State 
Universi 


Virgins gardener. 
Gardening 


10570 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, rai 
Ki money 
ertzler, Elaine D. [and] 
Rev. [Blacksburg] S088. [6] p. 


cooperation with Virginia State 


10571 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, B' 


rati 
Chalmers, and R. E. 


Blacksburg]. Toss. 6 p. (Publication 
Issued in cooperation with Virginia State 


University. 
Turf tips. 


A reprint. 
Lawns 


10572 
VIRGINIA. VIRGINIA POLYTECHNIC 


Issued in cooperation with Virginia State 
niversity. 
Virginia gardener. 
Mulching 


ry 


10573 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 


Mulligan st 
member's guide Anne 
Blacksburg 1988. unpaged. ill. (Publication 


Issued in cooperation with Virginia State 
University. 
Home economics. 


A reprint. 
Four-H club projects 


10574 
VIRGINIA. VIRGINIA INSTITUTE 


arini. p. 
(Publication 426-311) 
Issued in cooperation with Virginia State 
University. 
Fruit facts. 


Orchards 


10575 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, B 
Pxtension__Serviet. A proce ure evaluating 
production potentials and developing extension 
recommendations for new horticultural cro 
Charles R. O’Dell and fothers. Blacksburg 
8 P: ill. (Publication 438-0 


ssued in cooperation with Virginia State 
University. 


Agricultural extension work--Virginia 


10576 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Cooperative 
Extension Servi Seasonal price patterns 
irginia icultural products [by] David Kenyon. 
[Blacksburg 1988. 39 p. ill. "(Publication 448-034) 
Issued in cooperation with Virginia State 


University. 
89-621439 
Farm produce--prices-- Virginia 


10577 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, B 
Selecting lan scape plants: 
inae Relf [and] Bonnie Appleton. 
[Blacksburg 988.3 p. (Publication 426-60 
Issued in cooperation with Virginia State 
University. 
Virginia gardener. 


Landsca de 
Cale 


10578 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, B 

ension rvi Selecting an scape ants: 
eciduous ]. Diane mnie 
4 leton. [Blacksburg] 1988. (Publication 


Issued in cooperation with pote State 


Virginia gardener. 


Landsca de 
Shrubs 


4 
a ublication 348-007 
ssucd 
University. 
Home economics. 
Finance, Personal } 
4 
| 
| 
3 | 
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10579 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, ra 
Nsi Selecting andscape ants: 
lowering ] Diane Relf [and onnie 
Appleton. “Blacksburg) 1988. 3 p. (Publication 


Issued in cooperation with Virginia State 
University. 


Virginia gardener. 


Landscape gardening 
Flowering trees 


10580 


AND STATE. UNIVERSITY, Plackshurg. Cooperative 
n Shoul you attempt fis 


arming onsiderations for prospective fish 
Louis A. [and] George S. 
acksburg] 1988. (Publication 


Issued in cooperation with Virginia State 
University. 


Fish-culture 


10581 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, B oaaiee 


Small fruit 
Williams. [Blacksburg] 


and] Je 
11 “ill. (Pub cation 4. 

Issue cooperation with Virginia State 

University. 


Virginia gardener. 
Gardening 


10582 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, B r 
Solutions’ to common farm pon 
ee Helfri G. B. Pardue, and 
Bromley. ‘Blacksburg 1988. i, 34 p. ill. 

(Publication 420-019) 

Issued in cooperation with Virginia State 
University. 


A reprint. 
Farm ponds 


10583 
POLYTECHNIC 

Sources of 
equipm ment and [by] Paul 
[Blacksburg] 1988 ( olication 


in cooperation with Virginia State 


VIRGINIA. VIRGINIA 
AND STATE 


Nurseries and _supplies-- 


10584 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
el STATE UNIVERSITY 


Spr 
Diane Re if 1988. 2] p. 
(Publication 426-419) 

Issued in cooperation with Virginia State 
University. 

Virginia gardener. 


Sprouts 


10585 
VIRGINIA. VIRGINIA SITY. Blacksburg INSTITUTE 


a nursery business in 
nia [by and James S. Coartney. 
ii, 80 p. ill. (Publication 


Issued in cooperation with Virginia State 
University. 
A reprint. 


Nurseries (Horticulture)--Virginia 


10586 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, ainable- 
Extension Service. Sustainable ricultura 


systems: a merger of farm profitability and 
environmental concerns; proceedings of the second 
inia Conference on Sustainable 

iculture March 5, 1 ur 
ve inia. Edi by John Luna, et 2 a 
and Joseph Hunnings. [Blacksb 
(Publication 444-700 

Issued in cooperation with Virginia State 


University. 
89-621440 
Agriculture--economic aspects--congresses 


urg] 15 


10587 
VIRGINIA. INSTITUTE 


AND STATE UNIVERS ny. oF 
To buy or not to 


consumer ¢€ Helms, 
Blacksburg] 1988. 1 i. (Publication 392-004 
Issued in cooperstien with Virginia State 
University. 

A reprint. 


Four-H club projects 
10588 


VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERS 


Exte ice. The Virginia 

anuary -March 1 by. Patricia _ Carry. 
Blacksburg, n. d.] unpaged. ill. (Publication 
Issued in cooperation with Virginia State 
University. 


Gardening 
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10589 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 


eries 
Helfrich “Tr. 
1988. 


Blacksburg] 


in with Virginia State 


management-- Virginia 
ife management-- Virginia 


10590 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 


What me 


By. . [Rev.] Blacksburg, O88. 


in cooperation with Virginia State 
Estate 
10591 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 


AND STATE 
wi 
[b etsy gt Rev. 


Blacksburg] 1988 8 15 (Publication 350-721) 


with Virginia State 


Parent and child 


10592 


10593 
VIRGINIA. WOODROW WILSON REHABILITATION 
CENTER, h Proceedings of the 


Consensus Forum on Training of Physical 


Therapists to Treat Spinal Cord Inj uries 
conducted by the physical therapy staff d at| 


10594 
WASHINGTON. CENTRAL WASHINGTON 
UNIVERSITY Financial 
1987/88. [By Controllers Ellensburg] 
June 30. 


State universities and colleges--finance-- 


ashington-- 


10595 
WASHINGTON. DEPT. OF ECOLOGY. 
on 


significant hazar 
ety” Section, De of Ecology, 


Dam 


10596 
WASHINGTON. DEPT. OF FISHERIES. Rescarch 
ni results 
micro-tagged salmon _ experiment. oups 
Susan 10 Jeffrey E. McGowan 
Crumley. pia pagings. 
ill. (Dept. of re 273) 


10597 
3TON. 56 OF LICENSING. Driver’s 
ia, n. 
On Washington Centennial; the 
ow... of the century! 


Automobile driving--handboo manuals, _etc.-- 
Washington 


10598 
WASHINGTON. DEPT. OF LICENSING. Guide for 
eack and bus drivers. [Olympia, n.d.] ii, 42 p. 


On cover: Sharing the road. 


Truck driving--handbooks, manuals, etc.-- 
Washington 


10599 
WASHINGTON. DEPT. OF NATURAL RESOURCES. 
Annual report. 1987/88. oo p. ill. 

Issued as its Totem, v. 

Report year ends June 30. 

Free to of ob available from: 
Public Affairs Office, —— Resources, 
Mail Stop: QW-21, Olympia, 

Natural resources--Washington 


10600 


iam Henry (and) Judith Olmstead. 
in Fration with the Office of 


Evaluation, and_ Professional 
Development, Dept. of Social and Health Services. 
Cover title: ed study 
deaths in Washington State. 
89-621454 
Children--mortality--statistics-- Washington 


864 

| 
wi 

Bromg 

11 p. ill. (P 

Issued 

: University. 

Fi 
q 
4 a. 
| 
a 

| 
: report. No. 11, 1988. [Blacksburg] 24 p. ill. i 
Coal--Virginia 
4 inal COrd--wOunds and Injurics 
WASHINGTON 
| 

stu 
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10601 


ic ormation, service delivery 
ca I Clallam, Jefferson, and Kitsap Counties. 
July 1988. [By Jim in 
cooperation wi the mp 
Training Administration. Olympia. vi, 87 p. 
labor market information re: 


Labor supply--Washington--Claliam County 
Labor supply--Washington--Kitsap County 


10602 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 


{aber Markland _Feanomic Analysis Branch, 
nnu ic ormation, service 


area III: ig San Juan, Skagit, and Whatcom 
July 1988. [By] inerva Villarreal. 
Employme in cooperation with the U.S 
et and Training Administration. Olympia. 


1 ‘p. ill. (A labor market information report) 
85-645128 
supply--Washington 


10603 
WASHINGTON. EMPLOYMENT SECURITY DEPT. 
Mark Bran 


nnua emographic ormation, service delive 


area VII: ark, 
Wahkiakum Counties. July 1988. [By] Minerva 
joyment and Training inistration. ia. 
il . (A labor market information report) 
sn86-43083 


Labor supply--Washington 


10604 
if 


geographic ormation, service delivery 
lumbia, Garfield, Lincoln, 
Pend “Oreill By} Ene and ‘Whitman Counties. 
July 1988. Fred in 
cooperation the U.S. mpeyment 
Training Administration. Olympia. < 1 ill. 
labor market information report 


Labor supply--Washington 


health guide for senior citizens. 


[Olympia, n. d.} vi, 27 p. 
Insurance, Health 
Medicare” 

edigap 


10606 
WASHINGTON. LA’ STATUTES, ETC. The law 
governing _ licensing real estate brokers and 
salespersons. Olympia, Dept. of Licensing, 1988 
various pagings. 


Real estate business--law and _legislation-- 
ington 


10605 
WASHINGTON. INSURANCE COMMISSIONER. 1989 


10607 
WASHINGTON. LEGISLATURE. B i 
ital jects II report ert H. Ho 
aR ae: tr] Olympia, 1988. xvi, 138 p. ill. 
eport no. 
pot 89-621455 


Public 


10608 
WASHINGTON. LEGISLATURE. B: i 
Community college student allocation study 
Frank . Olympia, 1988. viii, 51 p. 
(Report no 

89-621456 


Community colleges--Washington 
College 


10609 
WASHINGTON. LEGISLATURE. Bi i 
dled Ered Oh 1988. 
an egle y Fre er lympia, 
41 Report no. 88-5 
89-621457 
Child abuse--prevention--Washington 


10610 
WASHINGTON. _LEGISLATURE. i 1 
mmitt mn _M 
anagement of the marine an ayer A resources 0} 
the Washington coast: an interim rt to the 
Washin; State Legi er prepared by Robert 
Butts. [Olympia] 1988. iv, 7 


Commites established bi the Legislature during 
the 1987 legislative session. y 
89-621458 

arine resources--government policy-- on 
Coastal zone management 


10611 
WASHINGTON. MARINE FISH PROGRAM. Status 
of the yellowtail stocks in the 
International North Pacific Commission 
and Columbia areas, ack V. Tagart. 
— 1988. x, 104 p. ill. (Dept. of Fisheries. 


report no. 
) 6479-1 10239 
Yellowtail fisheries--Washington. 
Yellowtail fisheries--Canada--British Columbia 


10612 
WASHINGTON. NATURAL HERITAGE PROGRAM. 
State of Washington natural_herita plan. 1988. 
[Olympial vit, 141 B 9, C9 p. 
head of title: Draft. 


86-641582 
Natural resources, Conservation of--Washington 


10613 
WASHINGTON. OFFICE OF STATE, AUDITOR. 
Local _ government a statistics. 1987. 


Olympia 209 ual. 


Local 
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10614 
WASHINGTON. SENTENCING GUIDELINES 
COMMISSION. Sentencing practices under the 
Sentencing reform act, fiscal 1987, by 
David L. Fallen. Olympia [19882] xii, 1 ill. 


Sentences (Criminal procedure)--Washington 
Justice, Administration of--Washington 


10615 
WASHINGTON. STATE CHILD SUPPORT 
SCHEDULE COMMISSION. ‘eye on verification 
of child support. nee 1989. 8, 
Cover title: i. to the Senate Law and 
Justice and the House Judi oe. 


Child support--Washington 


10616 
WASHINGTON. TOURISM DEVELOPMENT 
DIVISION. 1989 W; on stat calendar of 
events. Centennial ed. [Olympia, n. d.] 68 


Promotion of special events--Washington 


10617 
WASHINGTON. UNIVERSITY OF WASHINGTON, 


Resources, treatment tients: a 


urn 
anual Dek ical therapists, Martha 
Trotter and Car Lyn Dahm. Rev. 
[2d] ed. [Seattle] 122 


1858 
Burns and scalds--handbooks, manuals, etc. 
Physical therapy--handbooks, manuals, etc. 


WASHINGTON. UTILITIES AND TRANSPORTATION 
COMMISSION. The 1989 report on the status of 
ubmitt to on State ture. 
1989. 3 v. ill. 

tents: ---v. 1. The status of the Washington 
telecommunications industry. ---v. 2. The status 
of the infrastructure in 

ation 


pl. he on Sia 12, i988 in 


89-621461 
Telecommunication--Washington 


19 
WASHINGTON. UTILITIES AND TRANSPORTATION 
COMMISSION. Your rights and responsibilities as 
19 pall water company customer. Olympia 
n. p. ill 


Waterworks--Washington 


10620 
WASHINGTON. gy STATE 
UNIVERSITY 


ington herri 
Schotzko, and ond 


Pullman ill. (Researc 
bulletin 1007) 


Cherries--Washington 


WASHINGTON. STATS 
UNIVERSITY, Pul 

or ort A 
(Research bulletin 
Lentils--marketing--United States 


10622 


urple _top popu yi 


Pul aid 8p. ill. (Research 


10623 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, rati 
1989 contro’ 
bull ti Rex). 
etin 
$2.50. 


commerci 
Pullman {1989} 46 p. (E[xtension] 


ruit--diseases and pests--control 


10624 
UNIVERS im 


Control of aquatic w 


Aquatic weeds--control 


10625 
WASHINGTON. STATE 
UNIVERSITY, 


leasing arrangements itman 
= Jan, M Gayle S. Will 
Tom ane M 


Rev. 
Pullman (Entengion bull etin 0783) 
management reports. 
cen 


Farm rents--Washington--Whitman County 


10626 
WASHINGTON. STATE 
UNIVERSITY, 


James d oth 


Irrigation 


= 
a) 
a 
ws 
a 
| 
| 
a al 
= 
| 
10618 
Comes. Rev. 
b[ulletin] 0928 
75 cents. 
| 
a 
| 
oe 
| 
Necearch enter ijemand fn 
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10627 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Py 


Spray guide for “grapes 89. 
Pullman. 44 (Extension 


Grapes--disease and pests--Washington 


10628 
WASHINGTON. WASHINGTON STATE 
ITY, Ext 


ra ide _for in eastern Was: 
94 p. anaval. (Elxtensioni 


Fruit--diseases and pests--Washington 


10629 
WASHINGTON STATE 


tonelli and S. J. an. 
T1989. 2] p. ill. (Extension 


10630 
WEST VIRGINIA. AUDITOR’S OFFICE. Analysis 


receipts and expenditures. 1987/88. 
12 1. ill. annual. 


Report year ends June 30. 
Expenditures, Public--West Virginia 


10631 
WEST VIRGINIA. DEPT. OF EMPLOYMENT 
SECURITY. 
Annual planning information arleston 
Metropolitan Statistical Area (includes Kanawha 
and Putnam Counties), Kanawha County service 
1989 90. Charleston. 


(LER-LMI (Gries) 160)" 


Cover title: Charleston annual planning 
information. 


82-641507 
Labor supply--West Virginia--Kanawha County 
Labor supply--West Virginia--Putnam County 


10632 
WEST VIRGINIA. DEPT. OF 
SECURITY. 


Annual planning in cr. ar ersburg- 


388/90, and Washington 


1 


p- 
Cover title: annual 
planning information. 


82-644307 
Labor supply--West Virginia--Wood County 
Labor supply--Ohio--Washington County 


heel 
Area Ohio an 
and Belmont County, 
[Charleston 


Counti West 
Ohio} 


information. 


82-644: 
Labor supply--West Virginia--Ohio Coun 
Labor supply--Ohio--Belmont County 


10634 
WEST _ VIRGINIA. DEPT. OF EMPLOYMENT 
SECURITY. 
Insured workers est 308) 
Charleston. ii, 41 p. annual. (LER [series esf 308 


Insurance, Unemployment--statistics--West 


10635 
WEST DEPT. EMPLOYMENT 
SECURITY. Lal Rese: 
State of West 


gir ining. Pi 


Occupational West Virginia 


10636 
WEST VIRGINIA. DEPT. OF EMPLOYMENT 
SECURITY. Labor Research. Section, 
West rom occupationa 
rojections: Charleston| 1989. [6] p. 
[series] 152 P) 


Employment forecasting--West Virginia 


10637 
WEST VIRGINIA. DEPT. OF HEALTH. Annual 
report. 1987/88. [Charleston] 22 p. 
dias also a_ distinctive title: Goals for the 
ture. 


Report year ends June 30. 


Public health--West Virginia nr 
Public health administration--West Virginia 


VIRGINIA. DEPT. OF LABOR. Annual 
re 1987/88. 17 1. ill. 
eport year ends June 7. 1105 
Labor and laboring classes--West Virginia 


10639 
WEST VIRGINIA. EDUCATION STA 
EMPLOYEES GRIEVANCE BO. . Annual — 
to. the and the Legislature. 4th; 1988. 
[Charleston] 18, 3 1. 
88-652227 


Grievance Wert Virginia 
Teachers--West Virginia 
State employees--West Virginia 


867 
10633 
$2.25. 
Cover title: Wheeling-Bridgeport annual planning 
over 
a 
Insect answers. 
25 cents. 
Collembol 
WEST VIRGINIA 
-8659 
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10640 
VIRGINIA. LEGISLATURE. compl West 
edited by blue book. Vol. 71; 1987. mpiled 
edi Todd C. Willis. Karl C 
Printing Co. Viii, 1160 p. = — 


State manuals--West Virginia 


10641 
WEST VIRGINIA. LIBRARY COMMISSION. Annual 
1987/88. 25 p. ill. 
eport year ends June 30. 


Libraries--West Virgi 
State libraries--West Virginia 


WEST VIRGINIA. LIBRARY COMMISSION. 
Statistical report. 1988. [Charleston] 22 p._ ill. 


annual. 
74-645697 
Library statistics--West Virginia 


10643 
WEST VIRGINIA. OFFICE OF THE ADJUTANT 
GENERAL. Annual ens of the adjutant general. 
une 


Report year ends 
Military departments and divisions--West Virginia 


10644 
WISCONSIN. AGRICULTURAL IMPACT PROGRAM. 


Agricultural impact statement, STH 16 
reconstruction, aterloo  Brid e--CTH "M" 
La Crosse County [by Nina M. Berkani. Prepared 
by State of Wisconsin Dept. of ame, rade 

Consumer Protection Section 32.035 of 
the Wisconsin statutes. Madison, n. d.] 6 p. ill. 


Bridge construction--environmental aspects-- 
Wisconsin--La Crosse ty 


10645 
WISCONSIN. DEPT. OF EMPLOYE TRUST FUNDS. 
General annuitant information. Rev. Madison 


[n. d.] folder 


Civil service pensions--Wisconsin 


10646 
WISCONSIN. DEPT. OF EMPLOYE TRUST FUNDS. 
How to become a participating employer under the 
Retirement Rev. Madison [n. d.] 
P 


State officials and em nsions-- Wisconsin 
Civil service pensions 


10647 
WISCONSIN. DEPT. OF EMPLOYE TRUST FUNDS. 
Return to work; its impact on: retirement 
benefits, insurance, life insurance. Rev. 
Madison, Dept. of Em bre Trust Funds, Wisconsin 
Retirement System [n. ay folder. 


Civil service pensioners--Wisconsin 
Supplementary employment--Wisconsin 


10648 
WISCONSIN. DIVISION OF BUILDINGS 
GROUNDS. Tenant surv — 1988; buildings 
and grounds. [Madison, 1989] 59 p 


Public buildings--Wisconsin 


10649 
rom 
five e arbara Drown. 
adison] 24 p. annual. (Statistical b ulletin C-52) 


Juvenile detention homes--statistics--Wisconsin 
Juvenile delinquency--statistics--Wisconsin 


10650 
Planni Residents in 
uvenile institutions. 
June 30, 1 By Barbara Drown. Madison] 15 p. 
annual. (Statisti Bulletin 


Juvenile detention homes--Wisconsin 
Juvenile delinquency--Wisconsin 


10651 
WISCONSIN. GOVERNOR’S COMMISSION ON 
TALIESIN. Report and recommendations, 
Governor’s Commission on _ Taliesin. [Madison, 
1989] 34, 3, 10, 2, 3 p. 

Commission’ created by Executive Order no. 45, 
June 27, 1988. 

Cover title: Taliesin. 

89-621464 
Taliesin East (Spring Green, Wisconsin) 


10652 
WISCONSIN. GOVERNOR’S COMMISSION 7. THE 
UNITED NATIONS. Annual _ report. 1988. 
Prepared and submitted by Terry Roches. 
[Milwaukee] unpaged. ill. 


United Nations 
International relations--Wisconsin 


10653 
WISCONSIN. HOUSING AND ECONOMIC 
DEVELOPMENT AUTHORITY. Annual report. 
1987/88. [By Jerry Deschane. Madison] 28 p. ill. 
Report year ends June 30. 
86-649143 
Housing authorities--Wisconsin 
Economic development--Wiscorsin 


4 
| 
: 
| 
| 
| 
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10654 
WISCONSIN. OFFICE OF JUSTICE ASSISTANCE. 
Wisconsin isti Analysi mter. Secure 
etention oO wre es in Wisconsin. . Prepared 
by Stephen Grohmann. Madison. 22 p. _ ill. 


annual. 
87-658637 
Juvenile corrections--Wisconsin 


10655 
WISCONSIN. PUBLIC SERVICE COMMISSION. 
A Fi Comparison of 
costs of purc energy to municipalities, small 
privately-owned utilities, and selected rural 
electric ‘cooperatives in Wisconsin. 1987. [Madison] 
ii, 10 p. annual. (Bulletin no. S 

71-64 


Power resources--statistics--Wisconsin 
Electric utilities--costs--Wisconsin 


10656 
WISCONSIN. SUPREME COURT. Callaghan’s 
official Wisconsin reports; cases determined in the 
Supreme Court and Court of Appeals of Wisconsin. 
2d ser. Vol. 145; Mar. 3/Sept. 1988. Reported 
4 the publisher’s editorial stalf. Deerfield, Ill, 
llaghan & Co. lxx, 937 p. ill. 


Law reports, digests, etc.--Wisconsin 
WYOMING 


10657 
WYOMING. COMMISSION ON AGING. State plan 
on aging, October 1, 1988 - through 
September 30, 1990. Cheyenne how 55, 10 1. ill. 
89-621465 
Aged--services for--planning--Wyoming 


10658 
WYOMING. DEPT. OF ENVIRONMENTAL 
UALITY. Annual report. 1987/88. [Cheyenne] 


Report ends June 30. 
75-646210 
Environmental protection--Wyoming 


il, 40 p. ill. 


10659 

WYOMING. DEPT. OF LABOR AND STATISTICS. 
R State of 

Wyoming characteristics of recordable occupational 
— and_ illnesses. 1987. [By Avis Acton. 
Cheyenne] ii, 54 p. ill. annual. 
Issued in cooperation with the U. S. Bureau of 
Labor Statistics. 

88-655088 


Industrial accidents--Wyoming 
Occupational diseases--Wyoming 


10660 
WYOMING. ENERGY DIVISION. Wyoming mineral 
Angie Tanner. Cheyenne. . ill. 
75-641349 


Mineral industries--Wyoming 


10661 
WYOMING. FISH DIVISION. Ham’s Fork River 
instream flow report; administrative _ report, 
projects IF-4088-07- y] Gerald F. Vogt, Jr. 
and Thomas C. Annear. [Cheyenne] 1989. 7 p. ill. 


Fisheries--Wyoming--Ham’s Fork River 
Streamflow velocity--Wyoming--Ham’s Fork River 


10662 
WYOMING. FISH DIVISION. New Fork River 
instream_ report; administrative report, 
roject: IF-4087-07-8701 [by] William H. Bradshaw. 
1989. 8 p. ill. 


Fisheries--Wyoming--New Fork River 
Streamflow velocity--Wyoming--New Fork River 


10663 
WYOMING. GAME AND FISH DEPT. Privatization 
of Wildlife and Public Lands Access 
Symposium...[held at] Casper, Wyoming, 
January 9 & 10, 1987. [Sponsored in cooperation 
with] Wyoming Wildlife Federation [and] Wyoming 
Cooperative and Wildlife 

[Cheyenne, 1987] v, 134 p. ans 
Cover title: Proceedings of the Privatization of 
Wildlife and Public Lands 


ccess Symposium. 
89-621 
Privatization--congresses 
Wildlife management--congresses 
Public lands--congresses. 
Privatization of Wildlife and Public Lands Access 
Symposium (Wyoming) 


esearch Unit. 


10664 
WYOMING. [GAME DIVISION] Annual upland game 
and_ small game, District I; completion a 
1987. [By] Wollrab [and] Garvice Roby. 


[Cheyenne. 10] p. 
86-649577 
Upland game bird management--Wyoming 


10665 
WYOMING. [GAME DIVISION] Annual upland game 
and _ small District II; completion _ reports. 
1987. {By} ern Stelter [and others. Cheyenne] 
unpaged. ill. 


86-649577 
Upland game bird management--Wyoming 


10666 
WYOMING. [GAME DIVISION] Annual upland game 
and small game, District III; completion reports. 
1987. [By] Colin Gillin, Bruce Johnson [and] Bob 
Williams. [Cheyenne] 49 p. ill. 
86-649577 


Upland game bird management--Wyoming 


10667 
WYOMING. [GAME DIVISION] Annual upland game 
and_ small game, District IV; completion reports. 
1987. [By] Tom Christiansen [and others. 
Cheyenne] unpaged. ill. 

86-649577 


Upland game bird management--Wyoming 
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10668 

WYOMING. [GAME DIVISION] Annual upland game 
and small game, District V; completion reports. 
1987. Joe Bohne (and] Rudd. [Cheyenne] 


86-649577 
Upland game bird management--Wyoming 


10669 
WYOMING. [GAME DIVISION] Annual upland a 
and small game, District VI; completion re 
1987. [By] John {Emmerich Greg 


Cheyenne] un 
[Cheye paged. ill. —_ 
Upland game bird management--Wyoming 


10670 
WYOMING. [GAME DIVISION] Annual upland game 
and small game, District VII; completion reports. 
1987. [By] Lorry, Pate fand] T. Tom Ryder. 


[Cheyenne] un 
86-649577 
Upland game bird 


tbs] 50th January 1989 
Governor 1989] 


89-621467 
State _ governments--addresses, essays, lectures-- 
Wyoming 


10672 
WYOMING. STATE LIBRARY, Public 
library statistics. 1987/88. Prepare Jerry 
Krois, Kim ‘Goodmay [and] Linda  Fayant. 
mene unpaged. ann 
Report year ends June 30. _— 


84-64 
Public libraries--statistics--Wyoming 


ASSOCIATIONS OF STATE OFFICIALS AND 
REGIONAL ORGANIZATIONS 


Q lit valuati f PR 
uall evaluations oO Virginia-t anut 


varieties from 1944-1 
ural riment 


cooperative series bulletin no. 3 

Issued by the coined stations of 
Alabama, Arkansas, Florida, Georgia, Kentucky, 
Louisi Mississi North Carolina, Oklahoma, 
Puerto Rico Carolina, Tennessee exas, 
Virginia, “Virgin. Islands the Southern 
onal. Research Project ut 

evaluation” U. Dept. 


to: al Experiment 
atin Virginia Te A = Box 7099, Suffo 
VA 23437. 


Peanuts--varieties-- Virginia 


10674 
Theory and tactics of Heliothis population 
mana [report] 3. Emerging coathel” tactics 
and of a workshop held 
26 March, 1985. Edited by G. A 
others. Stillwater, Okla., Agricultural 
Es tation, Division of 
Oklahoma State University] 1988. 
(Southern cooperative series bulletin no. 33h) 
Issued by the Southern region agricultural 
stations _ and encies in cooperation 
the Southern Region Project S-59 and U. S. 
t. of 

mplete in 3 v. 

Requests from outside cooperating States should 
be to: Manager, Agricultural 
Publications, icultural Oklahoma 
State Unversity, illwater, OK 74078. 

86-621253 


Heliothis--control--congresses 


10675 

COUNCIL OF STATE GOVERNMENTS. States 
Information Center. regulation: State 
efforts to protect water ats compiled by 
Karen Marshall. Lexington, Ky., 1989. 6p. ill. 
(CSG backgrounder) 

ddress: Iron Works Pike, P.O. Box 11910, 
78. 


pollution 
ater, Underground--pollution 


Irrigation 


10676 
COUNCIL OF STATE GOVERNMENTS. States 
Information Center, Preferred provider 
ons an tate employee coverage, 
eld by Jim Rowe. Lexington, Ky., 1989. 6 p. 
backgrounder) 


Insurance, Government employees’ health 


10677 

EXPERIMENT STATION COMMITTEE ON 
ORGANIZATION AND_ POLICY. Planni 
Research initiatives: an update 

the research agenda for the State sgricenurel 

experiment stations. [College 
Agricultural riment, Station] iv, 31 
ESCOP 8951) initiatives, 198 


in cooperation with the Cooperative 
State Research Service, U.S. Dept. of 
Agriculture. 


Agricultural experiment stations--United States 


870 
‘ 
3 
q 
j 
| 
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10678 
GREAT PLAINS COUNCIL. 
Executive summary [of] a sym on the rural 
Great Plains of the future eld) November 3-5, 
1987, Denver, Colorado. [Prepared by a 
subcommittee the Economics Committee of the 
Great Plains Agricultural Council] Report 
sponsored the U.S. De of. 
xtension Service. [n. p.] 1 88. iv, 1 
Plains Agricultural Council publi 
no 
Cover title: The rural of the 
future; executive mo] of a sym 
Available on cop’ “word pr 
disks from: Great Plains Agricultural Coane 
Dept. of iculture and Resource Economics, 
Colorado State University, Fort Collins, CO 80523. 


Economic forecasting--congresses--Great Plains 
aspects--congresses--Great 
ains 


10679 
INTERSTATE ——" COMMISSION. In brief. 
1988. New York. 6 J iw 
Address: 311 West 3 Street, New York, NY 


87-644207 
Water quality management--New York 
Water quality management--New Jersey 
Water quali 
Air quality--New York 
Air quality--New 
Air quality--Connecti 


10680 
INTERSTATE SANITATION COMMISSION. Report 


on the water pollution control activities andthe 
interstate _air i; & ution program. 1988. [New York] 
86, A 3, B 1, C 1 p. ill. annual. 
Cover title: Ann report. 
58-6370 
Water quality management--New York 
Water quality management--New Jersey 
Water qualit 
Air quality--New York 
Air Jersey 
Air quality--Connecticut 


10681 
Kansas-Nebraska Blue River 


administration annual report. 15th; 
[Topeka, Kan.] u 
Rep rt year en 
dress: c/o Kansas Division of Water 
901 Topeka, 


9 
resources development--Big Blue River 
asin 


10682 
NATIONAL CENTER FOR EDUCATION IN 
MATERNAL AND CHILD HEALTH. Mountain _ 
Regional Genetic Services Network directo 
on, iv, 25 
Issued in eration with The: Mountain States 
Regional Genetic’ rvices Network. 
vailable from: Hoobes, MSRGSN 
Coordinator, Colorado Health, 4210 E. 
ess: ee! on, 
D. C. 20057. 


Medical genetics--directories--West (United 
States) 


10683 
NATIONAL CENTER FOR STATE COURTS. 
R i Report of the urt 
ommittee on — reporting 
illiamsburg, Va.] 1989 


Newport Avenue, ‘Wilkamsburg, VA 


89-621468 
Court records--United States 
Law reporting--United States 


technologies. | 
nologies. 
23187-8798. 


10684 
NORTHWEST POWER PLANNING COUNCIL. [Final 
prog the Basin fish and 


regar Umatilla pum 
Portland, Ore., 19. 19 pumping 


title. 
dress: 851 S. W. Sixth cee Suite 1100, 
Postiand, OR 97204-1348. 


Fisheries--Northwest, Pacific 
dlife conservation--Northwest, Pacific 


0685 
PLANNING COUNCIL. Model 
standards for new commercial 
buildings. Rev. Portland, Ore., 1989. 
14, 15, TB 13 p. (Issue paper) 


Buildings--energy conservation 


NORTHWEST POWER 


10686 
SUSQUEHANNA RIVER BASIN COMMISSION. 
Annual report. 1986/87. [Harrisburg, Pa.] 24 p. ill. 
d No t Street, Harrisburg, 
ress: 0 ron 
PA 17102-2391. 
74-645970 


Watershed management--Susquehanna River Basin 


STATE LIBRARY SURVEYS, STUDIES, MANUALS, 


STATISTICAL REPOR' 


IDAHO. STATE LIBRARY, Idaho State 
Library long range . for implementation of 
LSCA priorities, 1989-1991 ili, 51 p. 


Library 
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IOWA. STATE LIBRARY, Des Moines. Iowa public 
1987/88. oimes. i, p. 


81-643203 
Public libraries--statistics--lowa 


NEW MEXICO. STATE LIBRARY, 
Mexico library directory. 1989. a Fe] 


Libraries--New Mexico 


NORTH DAKOTA. STATE LIBRARY. 
North Dakota library statistics. 1986/87. 


ix, 87 p. 
79-642503 
Public libraries--statistics--North Dakota 


OREGON. STATE LIBRARY, aes 
Directo: statistics 


e and Valerie Salem. 134 
tional copies $6.00 each. 
78-645032 
Libraries--directories--Oregon 
Libraries--statistics--Oregon 


SOUTH DAKOTA. STATE LIBRARY [AND 


ARCHIVES] of South Dakota 
school _ libraries, 1987, compiled by Donna 
Gilliland. [Pierre] 1989. 62 J 

-621418 
School libraries--statistics--South Dakota 


WEST VIRGINIA. LIBRARY COMMISSION. Annual 
1987/88. 25 p. ill. 


e r ends 
“A57-9932 
Libraries--West Virginia 
State libraries--West Virginia 


WEST VIRGINIA. LIBRARY COMMISSION. 
Statistical report. 1988. [Charleston] 22 p._ ill. 


annual 
74-645697 
Library statistics--West Virginia 


WYOMING. STATE LIBRARY, Public 
library statistics. 1987/88. Prepare y Jerry 
Krois, Kim Goodmay [and] Linda  Fayant. 
eport year ends June 
84-649331 
Public libraries--statistics--Wyoming 
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PERIODICALS 
Checklists of State documents are asterisked 


ALABAMA 


ALABAMA. ALABAMA STATE BAR. The Alabama 
7 no. a year. 


$15.00 a year, U.S.; $20.00 a year, foreign; $3.00 


a copy; e extra; $15.00, directo 
Py; postag: 35-6905 ry. 


ALABAMA. ALCOHOLIC BEVERAGE CONTROL 
BOARD. Merchandise activity, liquors & wine. 


monthly. 


AUBURN Water 
R rch News __ report. 


Au 
Vol. ; 1988/89. 


ALABAMA. AUBURN UNIVERSITY AT 
MONTGOMERY. r for B 


ourn a year. 


Supercede Southern business & 


economic 


ALABAMA. AUBURN _ UNIVERSITY AT 
MONTGOMERY. B The southern 
business & economic journal. ontgomery] (4 no. 


10-12; 
Supercedes Alabama business & economic 
journal as of Vol. 10, no. 2. 


ALABAMA. DEPT. OF AGRICULTURE AND 
INDUSTRIES. farmers’ bulletin. 


Montgomery] monthly. 
37; 


DEPT. OF AGRICULTURE AND 


ALABAMA. 
INDUSTRIES. Agimal —Indusirs, Division. Alabama 
brucellosis eradication activities. ontgomery. 


monthly. 


DEPT. OF AGRICULTURE AND 
. Animal Industry Division. Quarantine 


ist. Mont, ome! 
1989. 


ALABAMA. DEPT. OF CONSERVATION AND 
NATURAL RESOURCES. Alabama _ conservation. 


$8.00 a year; $14.00, two years; $20.00, three 
years; maximum subscription 3 years. 
ALABAMA. DEPT. OF INDUSTRIAL RELATIONS. 
— labor market news. Montgomery. 


83-647734 


DEPT. OF INDUSTRIAL RELATIONS. 
Alabama _ sub-state labor market news. 
omery. 


T1-642259 


ALABAMA. DEPT. OF REVENUE. Revenue abstract 

(ston arative statement of tax collections). 
ontgomery] 

1988/89. 


ALABAMA. STATE EMPLOYMENT SERVICE. 
Anniston MSA labor market news, Calhoun 
Anniston. monthly. 


ALABAMA. STATE EMPLOYMENT SERVICE. 
Birmingham MSA labor market news, Blount, 
Jefferson, Shelby, St. Clair, & Walker. 
monthly. 


ALABAMA. STATE EMPLOYMENT SERVICE. 
Dothan MSA labor market news, Dale & Houston 
Dothan. monthly. 


ALABAMA. STATE EMPLOYMENT SERVICE. 
Florence MSA _ labor market news, Colbert & 
— Counties. Sheffield. monthly. 


ALABAMA. EMPLOYMENT SERVICE. 
Gadsden MSA oer market news, Etowah County. 
— monthly. 


ALABAMA. STATE EMPLOYMENT SERVICE. 
Huntsville MSA labor market news, Madison 
— Huntsville. monthly. 


ALABAMA. STATE EMPLOYMENT SERVICE. 
Mobile MSA labor market news, Baldwin & Mobile 
Mobile. monthly. 


sn88-10498 


ALABAMA. STATE EMPLOYMENT SERVICE. 
MSA labor market ne Autauga, 
Elmore, Montgomery Counties. jontgomery. 
monthly. 
1989. 

sn88-10669 


ALABAMA. STATE EMPLOYMENT SERVICE. 
Tuscaloosa MSA labor market news, Tuscaloosa 
. Tuscaloosa. monthly 


| | 
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ALABAMA. UNIVERSITY OF ALABAMA, 
iv rari Librar horizons: a 
uscaloosa] be the academic 
Vols. 1- 1987/88- $8- 1988/89. 


ALABAMA. UNIVERSITY OF 
Alabama law review. 


Vol. 39-40; 
$20.00 a information on back 


issues on request; subscriptions 
notification to the 


less 
contrary received; available from: Aluham a 
The University of Alabama, x . 
T3-647290 
UNIVERSITY OF 


ALABAMA AT 
BIRMING Center. Better health. 
[Birmingham] mc mon 


$18.00 a year, US; $20.00 a foreign: 

$15.00 a year, gift s iptions, U.S. after first 
subscription at regular price; available from: 
University of Alabama at Birmingham 


Center, P.O. Box 830410, Birm 


ALASKA 


Since Alaska ted in limited 
epository of them for 
library service the Library of Co the 
National Library of Canada, the a for 
tate r in ja, the attle Public 

and ‘the Unive: of on Library 
in 


m m en egula 
- data for nerdy [Micro. 
uneau 


1984-85. 
Title on header: Internal management document 


Supine Project state re} 


Ebasco Susitna joint 
document 2 numbers} 3542-3553. 


ALASKA. ALASKA MARINE HIGHWAY [SYSTEM] 
highway schedule. [Juneau] 


ALASKA. ALASKA PERMANENT FUND 
— Monthly financial report. [Juneau] 


ALASKA. COMMERCIAL FISHERIES ENTRY 
COMMISSION. Permit list by name. [Micro. ed. 


ALASKA. COOPERATIVE WILDLIFE RESEARCH 
UNIT. Semi-annual progress report. [Fairbanks] 


Vol. 40; 1988. 
sn82-21951 


ALASKA. DEPT. OF COMMERCE AND ECONOMIC 
News flash. [Juneau 
ol. 1; 1988. 


ALASKA. DEPT. OF COMMERCE AND ECONOMIC 
DEVELOPMENT. Division _ of nts. 
tatistics on oan 
ms. |Juneau 

Pres. 


ALASKA. DEPT. OF EDUCATION. Alaska 


Vol. 13 
sn82-41 


ALASKA. DEPT. OF FISH AND GAME. Alaska fish 
& er: bimonthly. 


$9.00 a year, U.S. and Canada; $20.00 a year, 
foreign. 
sn84-9970 


ALASKA. DEPT. OF FISH AND GAME. Call of the 
wild: Alaska’s a WILD newsletter. [Juneau] 
Vol. 5; 1988 


ALASKA. DEPT. LABOR. Re 
Analysi i hi cens: 
ulletin of the State ata miter. [Juneau] 


uarterly. 
Vol. 1987/88. 


ALASKA. DEPT. OF MILITARY AND VETERAN 
AFFAIRS. Public_Affairs Office. DMVA impact. 
[Juneau] 

1987. 


ALASKA. D OF REVENUE. Business license 
file-city, SIC, waa business name sequence. [Micro. 
ed. 


ALASKA. DEPT. OF REVENUE. Business license 
file-SIC, zip, and name sequence. [Micro. ed. 


DEPT. OF REVENUE. Revenue forecast. 


ALASKA. 
[Juneau] quarterly. 
1987/88. 


Revenue sources 


ALASKA. DEPT. OF REVENUE. 
latest forecast). [Juneau] 
1987/88. 


874 
1989. 
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ALASKA. DEPT. OF REVENUE. Oil_and Gas Audit 
Petroleum production revenue forecast 
juarter 


report. Anchorage. 


ALASKA. DEPT. OF TRANSPORTATION AND 
RAGLITIES. In transit. [Juneau] irregular. 


ALASKA. DIVISION OF BANKING, SECURITIES, 
SMALL _LOANS, _ AND CORPORATIONS. 


Corporate directory 
uneau. 


Alaska commercial salmon catch, area, date 


and species; prelimi my, in thousands 
neat week y data“ 


ALASKA. EMERGENCY MEDICAL SERVICES 
Response: EMS-Alaska. [Juneau] 


i". 1988/89. 
ALASKA. EMPLOYMENT SECURITY DIVISION. 
Alaska economic trends. [Juneau] monthly. 
Vol. 9; 1989. 
78-640712 
SECURITY DIVISION. 


ALASKA. EMPLOYMENT 
news. [Juneau] 


ALASKA. LEGISLATIVE AFFAIRS AGENCY. Alaska 
State Legislature, status of bills and_ resolutions 
= legislation; subject index. [Juneau] 


ALASKA. OIL AND GAS CONSERVATION 
ee Bulletin. Anchorage. monthly. 


sn84-11508 


ALASKA, SECTION OF EPIDEMIOLOGY. State of 
— epidemiology bulletin. Anchorage. 


ALASKA. SPORT FISH DIVISION. Alaska sport 
fish 


ALASKA. STATE COUNCIL ON THE ARTS. 
[Juneau] 


ALASKA. TREASURY DIVISION. General 
—— fund financial statements. [Juneau] 


ALASKA. UNIVERSITY OF ALASKA, Anchorage. 
A Alaska marine resource 
1988 chorage 


00 a 
sn88-24629 


ALASKA. UNIVERSITY O 


quae The Geophysical 
air 
Vol. 7; 


Free on request. 
sn88-38180 
ALASKA. UNIVERSITY OF 


F ALASKA, Fairbanks. 
ac newsletter. Fair weekly. 


1 


ALASKA. UNIVERSITY OF ALASKA, 


En The 
air uarterly. 
Vol. 19; 987. 


OF ALASKA, Juneau. 


ALASKA. UNIVERSITY 


stage a ear; 


ARIZONA 


ARIZONA. AERONAUTICS DIVISION. Arizona 
monthly. 
Vol. 15; 1988. 


ARIZONA. AERONAUTICS DIVISION. Aviation. 
[Phoenix] moms 


875 
83-642637 
a 
ALASKA. DIVISION OF STATE LIBRARIES. Fairbanks. 
northern engineer. 
he ta a. news. |Anchorage 
1987/88. 
15 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Oomputer notes. | rairdan 
1988, 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks 
ansportation Transfer Program. 
echno or Alaskan transportation. [Fairban 
1988. 
ALASKA. UNIVERSITY OF ALASKA, 
school __of Busines and _ Pub Administration. 
Center for Management and Public Administration 
he Alaska public aifairs journal: a quarterly. 
.00 a year; $5.00 a co ore: a . 
— AK 99511. 
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ARIZONA. ARIZONA STATE UNIVERSITY, Tempe. 
Arizona business. 


out of 
state; $15.00 a foreign. 
74-640105 


ARIZONA. ARIZONA STATE 


UNIVERSITY, Tempe. 
Poli dies review: a 
dies and the 
of Justice Studies. [Tempe] 
Vol. 7; 1986/87. 


ARIZONA. COMMISSION -s INDIAN AFFAIRS. 
Capitol drumbeat: legislative and other activities. 
Vol. 1; 1989. 

85-645041 


DEPT. OF ECONOMIC SECURITY. 
Arizona labor market information newsletter. 
Vol. 13; 1989. 
sn84-2852 


PUBLIC RECORDS. Check of acquisitions, 


ARIZONA. DEPT. OF LIBRARY, ARCHIVES, AND 
PUBLIC RECORDS. Checklist of acquisitions: 
& librarianship. [Phoenix] monthly. 


DEPT. OF LIBRARY, ARCHIVES, AND 
Checklist of acquisitions, law 


ARIZONA. DEPT. OF LIBRARY, ARCHIVES, AND 
RECORDS. Federal Documeats. Selected 

of current Feder ocuments. Phoenix. 

m 


1988-89. 


LUXURY TAX SECTION. Luxury tax 
collected othe vinous_ liquor, malt 
tobacco, tobacco 


ARIZONA. OFFICE OF _- ECONOMICS AND 
FACILITIES REVIEW. Arizona patient origin 


report zip code and DRG group for general 
1 


OFFICE OF HEALTH ECONOMICS AND 
REVIEW. Comparative hospital costs. 


[Phoenix] 
1988. 


87-654422 


ARIZONA. OFFICE OF _ ECONOMICS AND 
FACILITIES arative report 


REVIEW. 
“— charges, based on 475 DRe S. Phoenix. 


ARIZONA. STATE REAL ESTATE DEPT. Arizona 
= estate — Phoenix. quarterly. 


ARIZONA. UNIVERSITY OF ARIZONA, 


Collegeof Arizona law review. cson 
1989. 


a year, domestic; $18.00 a year, foreign; 
$600 copy; symposia and er special issues 
more; single issues and bound or unbound volumes, 
Vols. 1 a ae 30, available from Fred B. 
Rothman & Co. 10368 W. Centennial Road, 
Littleton, CO 80123. 

61-39729 


ARIZONA. UNIVERSITY OF ARIZO) Tucson. 
rativ airy 
newsletter. Tucson. 

1989. 


J INA. ITY OF ARIZONA, 

Libr. Books of the southwest: a critica 
checklist of current southwestern Americana. 
monthly. 


$12.00 a alt" individual; $20.00 a _ year, 
institutions; a year, foreign; $2.00 a copy, 
back issues, prepaid. 

63-49070 


ARKANSAS 


ARKANSAS. ARKANSAS DEVELOPMENT FINANCE 
AUTHORITY. ADFA: a quarterly newsletter from 
the Arkansas Development Finance Authority. 


876 
ee ARIZONA. OIL AND GAS CONSERVATION 
COMMISSION. Oil, gas, & helium production. 
[Phoenix] monthly. 
1989. 
a 3 ARIZONA. UNIVERSITY OF ARIZO Tucson. | 
Division of inc B Research. 
Arizona economic indicators. [Tucson 
: ARIZONA. Vols. 2-5; 1985-88. 
: PUBLIC sn85-10206 
ARIZONA. UNIVERSITY OF ARIZONA, Tucson. 
Divi ion DI conomik and Business Research ; 
Arizona's economy. | Tucson} monthly. 
1989. 
sn84-12010 
| 
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ARKANSAS. ARKANSAS TECH UNIVERSITY, 
liville. English NEBO: a literary 
journal. [Russellville] semiannual. 
1987. 
sn83-3477 


ARKANSAS. DEPT. OF EDUCATION. School 
foodservice news. Little Rock. 
Vol. 42; 1988/89. 


ARKANSAS. DEPT. OF EDUCATION. Wivision isi a 
Federal focus. [Little Roc 
monthly. 
Vol. 1; 1988. 


ARKANSAS. DIVISION OF REHABILITATION 
SS counselor. [Little Rock] quarterly. 


ARKANSAS. gh TELEVISION 
break [Conw wea Station 
rea onwa' mont 

Vois. 2-3; 1987/88-1988/80. 


. EMPLOYMENT SECURITY DIVISION. 
rch__and__Information ion. Statistical 
review. Little . quarterly. 


988. 
Cover title: Statistical review, Arkansas. 
sc82-1288 


ARKANSAS. EMPLOYMENT SECURITY DIVISION. 
Ul__Research Section. Covered employment and 
earnings, State of Arkansas, by industry and 


— Little Rock. quarterly. 


ARKANSAS. GAME AND COMMISSION. 
Arkansas pe and fish. [Little Rock] bimonthly. 


Vol. 20; 1989. 
76-649115 


ARKANSAS. GAME AND FISH COMMISSION. 
— outdoors. Little Rock. 


ARKANSAS. 


GENERAL ASSEMBLY. 
Information Liaison Office. SILO. [Little Rock] 


ARKANSAS. HOME ECONOMICS EDUCATION. 
Arkansas vocational visitor. [Little Rock] 
Vol. 65; 1988/89. 
49-35329 


ARKANSAS. INSURANCE DEPT. Bulletin. Little 
1988. 


Science 


ARKANSAS. OFFICE OF COMMUNITY SERVICES. 
Arkansas community services news. [Little Rock] 
monthly. 

Vol. 8; 1989. 


. OFFICE OF EMERGENCY SERVICES. 


ion Newsletter. 


Vols. -2; 1987-88. 


ARKANSAS. OFFICE OF VOLUNTEERISM. 
Involvement: the journal of citizen and community 
particpation Little Rock] quarterly. 

Vo 


ARKANSAS. OIL AND GAS COMMISSION. Permits 
El Dorado. weekly. 


ARKANSAS. PUBLIC SERVICE COMMISSION. 
status of rate case activity. [Little 


ARKANSAS. SERVICE COMMISSION. 
Assessmen Per centum of 
ue oO y Classification. Little 


1988. 


ARKANSAS, SCHOOL FOR THE DEAF. The 
Arkansas optic. Little Rock. 3 no. a year. 
Vol. 108; 1988/89. 
2.00 ear; available from: The Optic, P.O. 
Box 38 3811, West Markham Street, Little Rock, 


sn82-2067 


ARKANSAS. STATE CLEARINGHOUSE. Project 
— & review system. Little Rock. weekly. 


sn82-599 


ARKANSAS. HIGHWAY AND 
TRANSPORTATI DEPT. Plannin 
Receipts. and distribution of gross 


way-user 
— deposits. [Little Rock] monthly. 


STATE LIBRARY, Little Rock. 
Arkansas documents. le 
Vol. 8; 1988. 


81-649764 


ARKANSAS. STATE RECREATION, AND 
TRAVEL COMMISSION. endar of events. [Little 


ARKANSAS. STATE PLANT BOARD. Apiary 
apiary newsletter. Little Rock. 


ARKANSAS. STATE POLICE. Highway patrol 
activi a [Little Rock] monthly. 


— 


© 
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report, [hte 


ARKANSAS. STATE POLICE. Monthly vehicle 
report, [Little Rock] 


ARKANSAS. UNIVERSITY. OF ae. 


ayettevi 
ation J 
we. 


ane: 


CALIFORNIA. ADMINISTRATIVE OFFICE OF THE 
ag A.O.C. newsletter. [Sacramento] 


on 
1988, 


CALIFORNIA. ADMINISTRATIVE OFFICE OF THE 
COURTS. Sentencing practices quarterly. 
[Sacramento] 

1986-87. 
sn86-36128 
CALIFORNIA. AIR RESOURCES BOARD. 


quart California air quality 
amento] quarterly. 
Vol. 20; 1 


78-645641 
CALIFORNIA. BUREAU OF CRIMINAL 
STATISTICS AND SPECIAL SER Outlook: 
crime selected law enforcement 


Vol. 2; 1 
sn84-12567 


CALIFORNIA. BUREAU OF CRIMINAL 
_AND SPECIAL SERVICES. Prelim 

ort: crime in_ selected California law 
nforeement jurisdictions. [Sacramento] bimonthly. 


sn84-12567 


CALIFORNIA. CALIFORNIA COMMUNITY 
COLLEGES. [Minutes of 
Sacramento 


CALIFORNIA. CALIFORNIA NATIVE AMERICAN 

HERITAGE COMMISSION. Native American 

newsletter. Sacramento. 
Vol. 1; 1988. 


CALIFORNIA STATE UNIVERSITY, 
reign n 
ee n textos erarios. cramento. no. 


*Wol. 16; 1987/88. 


sc87-48 


IRNIA. CONTRACTORS’ STATE LICENSE 
BOARD. California licensed contractor. 
quarterly. 


76-643005 


CALIFORNIA. DEBT ADVISORY COMMISSION. 
line. monthly. 


sc84-1178 


CALIFORNIA. DEPT. OF ALCOHOL AND DRUG 
PROGRAMS. California advisory on drug 
prevention: an information and_ resource 
newsletter. [Sacramento] 


RNIA. DEPT. OF ALCOHOL AND DRUG 
PROGRAMS. Research activity memorandum. 
Sacramento. 

Vol. 7; 1988. 


sn87-12943 
CALIFORNIA. DEPT. OF 
rati 


878 
ARKANSAS. UNIVERSITY OF ARKANSAS, 
cville. Arkansas law review. 
Arkansas w Review and Bar CALIFORNIA. CALIFORNIA STATE UNIVERSITY, 
Long -ach. Board rd_of Trustees. Minutes of [the] e 
1985/86, -88. meeting|s} Long Beach 
year, US. $17.50, foreign: $5.00 a 1989. 
fore: Wills fain 
form: Main 
. Street, Buffalo, N.Y. 7270 CALIFORNIA. CALIFORNIA STATE UNIVERSITY, 
Ang beach. DI DUSINESS Administration | 
: ARKANSAS. UNIVERSITY OF ARKANSAS AT Vol. 4; oes 
LITTLE ROCK. of Law. University of 
Arkansas at Little journal. [Little Rock] : 
quarterly. { 
Val 1988/89. 
a year. 
79-640177 
ARKANSAS. UNIVERSITY OF ARKANSAS AT Fo 
LITTLE ROCK. Research __and_ Public 
e’s economy. 
CALIFORNIA 
A 
+ 
x 
| 
information Services Branch, Weekly report 
midnight... [Sacramento] 
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Developmental 
quarterly. 
Vol. 3: 1988. 


CALIFORNIA. DEPT. OF FINANCE. 
ome indicators. [Sacramento] bimonthly. 
$8.00 a year. 
16-646945 


CALIFORNIA. DEPT, OF MOTOR VEHICLES. 
D government news: 
an information update from the California 
Degeqtnens of Motor Vehicles. [Sacramento] 
ol. 1; 1988. 


CALIFORNIA. DEPT. OF REAL ESTATE. Real 
ol. 48; 
— available with California real estate 
nse. 
40-22713 


' IRNIA. DEPT. OF REHABILITATION. Rehab 
[Sacramento] bimonthly. 


sc83-2449 


IRNIA. DEPT, OF WATER RESOURCES. 
Water conditions in California. [Sacramento] 
120-89) 


58-22209 


CALIFORNIA. EMPLOYMENT DATA_ AND 
RESEARCH DIVISION. California unemployment 
insurance repo! units by size, industry, 

comm [Sacramento 


CALIFORNIA. EMPLOYMENT DATA AND 


RESEARCH DIVISION. conomie Information 
California labor market ulletin. 
monthly. 


CALIFORNIA. EMPLOYMENT DATA AND 
RESEARCH [DIVISION] R 
Characteristics of the insured unemployed; number 
of persons filing claims for regular State 
compensation. [Sacramento] 


IRNIA. EMPLOYMENT DEVELOPMENT 
labor market bulletin. 
acramento erly. 


sn88-33366 


EMPLOYMENT DEVELOPMENT 
DEPT. Sacramento labor market bulletin. 
[Sacramento] quarterly. 
1984-85. 


sn88-33368 


CALIFORNIA. EMPLOYMENT DEVELOPMENT 
DEPT. Stockton labor market bulletin. 
[Sacramento] quarterly. 


sn88-3364 


IRNIA. EMPLOYMENT TRAINING PANEL. 
The Employment Training Panel newsletter. 
monthly. 


sn85-15202 


[minutes. Sacramento] 


IRNIA. FRANCHISE TAX BOARD. Tax news. 


CALIFORNIA. GOVERNOR’S OFFICE. 
rmi i Permit assistance etter 
ouse. 


ZCALIFORNIA. GOVERNOR’S OFFICE. 
1 Partnership newsletter. 
acramento onthly. 
1989. 
sn85-15212 


IRNIA. LEGISLATURE. Senate. Rules 


CALIFO 
Commiltee, Hearing[s] Sacramento. 


88-656027 


CALIFORNIA. OFFICE OF ADMINISTRATIVE LAW. 

California regulatory code supplement: California 
le. of regulations decisions, a key to Office of 

aoa Law decisions. Sacramento. 


Cumulative. 
Free with $30.00 individual subscription to 
California code of regulations weekly decisions; 


also provided as part of full CCR subscription 
service; available from: Publications Section, 
Office of Administrative Law, P.O. Box 1015, 
North Highlands CA 95660. 


sn88-33148 


CALIFORNIA. OFFICE OF ADMINISTRATIVE LAW. 
California regulatory code supplement: California 
code of regulations decisions, including: regulation 
summaries, disapproval decisions, and 
register..amendments to the California code 
Sacramento. weekly. 
ol. 1;1988. 
$30.00 a year, individuals. 
sn88-33148 
CALIFORNIA. OFFICE OF ADMINISTRATIVE LAW. 
California regulatory notice register. Sacramento. 
wer 
$108.00 a year. 
88-644930 


879 
CALIFORNIA. DEPT. OF DEVELOPMENTAL 
: evelopment Research Institute. 
research ‘ igest. acramento 
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CALIFORNIA. [OFFICE 


ransportation tax fund, 
ighway users tax account; apportionments to 


CALIFORNIA. [OFFICE 


STATE CONTROLLER. 
ransportation tax fund, 
ighway users tax account, apportionments to 
counties under Section , and highways 


CALIFORNIA. PHYSICIAN’S ASSISTANT 
EXAMINING COMMITTEE. Newsletter. 
Vol. 2; 1! 


CALIFORNIA. PUBLIC EMPLOYEES’ 


SYSTEM. 
update. [Sacramen' 
Vols. 15-16, Ty: 1 , 1986/87. 


SYSTEM. Contact: news and 
information ane retirees. [Sacramento] 2 no. 
a year, 

Vol. 3; 1687/88. 


PUBLIC EMPLOYEES’ 


Spectrum. 


sn88-33418 


CALIFORNIA. 


Decision[s. Sacramento] 


STATE BOARD OF ACCOUNTANCY. 


CALIFORNIA. 
Update. Sacramento. quarterly. 


sn88-33079 


CALIFORNIA. STATE BOARD OF EQUALIZATION. 
Taxable sales in 
alifornia (sales and use tax). [Sacramento] 
quarterly. 
1988. 
sc82-7163 


CALIFORNIA. STATE COASTAL CONSERVANCY. 
California waterfront age. [San Francisco] 4 no. a 


ol. 5; 1989. 
sn84-2086 
CALIFORNIA. STATE DEPT. OF EDUCATION. 


Burcau of _ Publications. Selected publications. 
cramento. 
1988/89. 


CALIFORNIA. STATE LIBRARY, 
= State Library newsletter. [Sacramento] 


sn81-4403 


STATE CONTROLLER. 


RETIREMENT 
California PERS 


PUBLIC EMPLOYMENT RELATIONS 


CALIFORNIA. STATE MERIT AWARD BOARD. 
— of the regular meeting. [Sacramento] 


CALIFORNIA. STATE PERSONNEL BOARD. State 
ro Board meeting. Sacramento. 


Divisio Ag 


50-58277 


CALIFORNIA. UNIVERSITY OF 
ergy 
and techno review. | Livermore} mont 

1988. ogy 


Available from: National Technical Information 
a 5285 Port Royal Road, Springfield, VA 


CALIFORNIA. UNIVERSITY 
Berkele ‘olle f 


n at r’ keley 
ols. 2-4; 1 3 


ITY OF CALIFO 
nsti 
review. + eley| 4 no. a year. 
Vol. 
sn79-3081 
CALIFORNIA. UNIVERSITY OF CALIFO) 
Irvi ffi U 
ra rvine] biweekly. 
Vol. 
sc80-30 
CALIFORNIA. UNIVERSITY OF CALIFO 
African Studies Comer. UF, 
— the rican Activist tion. [Los 


An 
15, 17; 1986/87, 1988/89. 


Angel Ameri Indian 
American In cu and resear 
Angeles] quarterl 

0.00 a_ year, “individuals; $30.00 
21.00 a year, foreign 
$31.00 a year, foreign i mee $5.00 a copy. 


CALIFORNIA. UNIVERSITY OF CALIFO 


Los 
Asian Ameri TOSS 


currents. ngeles 


Vol. 12; 1988/ 
sn83-10758 


880 
OF 
forma agriculture. [Oakland] bimonthly. 
Vol. 43; 
CALIFORNIA. UNIVERSITY OF CALIFORNIA. - 
awrence Berkele aboratory. Public Information 
UBL review. 1B og. 
EG Vols. 12-13; 1987-88. 
sn85-820 
SYSTEM. 
Vol. 3; 1 
| 
3 
| 
\ 
2 
+amento. Angelcs. 
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CALIFORNIA. UNIVERSITY OF CALIFO) \, San 

li UCSD libra’ 
newsletter. = 1ego} Friends of the UCS 
Library. quarter! 


Vol. 6; 1988/89. 


CALIFORNIA. UNIVERSITY OF CALIFORNIA, 
Santa Cruz, Quarry west. [Santa Cruz] 2 no. a 


1988. 
$10.00 a year; $25.00 for 3 ’ 
&3-640165 


CALIFORNIA. VETERANS HO Yountville, 
Home observation post. Youuville 


COLORADO 


Colorado documents which are on_ microfiche 
may be purchased from the State Publications 
Depository and Distribution Center, 201 East 
Colfax Ave., Denver, Prepayment is 
required, deposit accounts received. 


COLORADO. COLORADO STATE UNIVERSITY, 
i Computers and composition. [Fort 


Vol. 3; 1985/86. 
Issued in cooperation with Michigan 
Technological University. 


COLORADO. COLORADO STATE UNIVERSITY. 


Colorado 
mate. Fort . mon 
Vol. 12; 1988/89. 


COLORADO. DEPT. OF PERSONNEL. Stateline: 
newspaper for the State of Colorado Personnel 
11 no. a year. 


COLORADO. JUDICIAL DEPT. Colorado courts. 
monthly. 


82-641451 


COLORADO. OIL AND GAS CONSERVATION 
Colorado production. [Denver] 


COLORADO. SCHOOL FOR THE DEAF AND THE 
BLIND, The Colorado index. 


Colorado Sprin no. a 4 
Vol. 114; 4 
$7.00 


a 
sn86-10607 


COLORADO. STATE HISTORICAL SOCIETY. 
— history news. [Denver] monthly. 


sn87-2249 


*COLORADO. STATE PUBLICATIONS 
DEPOSITORY AND DISTRIBUTION CENTER. 
Checklist of Colorado State publications available 
in microfiche. Denver. quarterly. 

1988/89. 


sn86-3051 


COLORADO. UNIVERSITY OF COLORADO, 

Boulder. English language notes. [Boulder] 

quarterly. 

tituti US. and Canada; 
a , institutions, ani 

$42.00 a yea, $18.00 year, 


individ A 
foreign; single copies, $10.50, 
0 

66-91847 


COLORADO, 
Colorado city 
es classification. 
Boulder. quarterly. 
1988. 


$70.00 th ith 
a subscription basis; $18.00. acopy. 


COLORADO. UNIVERSITY OF COLORADO, 

B R Colorado 
State county retail sales by standard 
industrial Boulder. quarterly. 


$70.00 togeth ‘- 
subscription bass $1800 acopy. 


OF 


institutions; a year, 
foreign subscriptio 
$12 


$20.00 
COPY, fulltime, an 
retirees; _ prices ond a issues 
= ne and author index ‘le vols. 


78-635310 


COLORADO. UNIVERSITY OF COLORADO AT 
COLORADO’ SPRINGS. The margin. [Colorado 


| 988/83. Sept.-Apr. 


$10.00 a 


CONNECTICUT 


STATION, Frontiers of plant science. 


[New Haven)? no. and Nov. 
Vols. 39, 41; 1986/87, 1988/89. 


STATION, New. fie Stati 
ion news: a progress 
[New aven 


881 
a 
Vol. 21; 1989. 
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CON 
Hartford. 
Vol. 8; 1988. 


CONNECTICUT. CONNECTICUT WASHINGTON 
Watton. of Connecticut Washington report. 


3 1987°89. 


CONNECTICUT. DEPT. ADMINISTRATIVE 
The State scene. 


INNECTICUT. DEPT. OF AGRICULTURE. 


artford. 
sn85-7826 


OF BANKING. News 


bulletin. Hartford. weekly. — 
1989. 


CONNECTICUT. DEPT. OF ENVIRONMENTAL 
PROTECTION. Connecticut the 
citizens’ bulletin of the Connecticut Department 
of Environmental Protection. {Hartford} 11 no. a 
year. 


1989. 
$6.00 a year, $11.00, two 
year, years. 


af count 
1989. 


CONNECTICUT. DEPT. OF TRANSPORTATION. 
News. 


Vol. 31 1989. 
CONNECTICUT. ON AGING. Connecticut 
pharmaceutical assistance contract for the elderly; 
[Hartford] 
88-645910 


CONNECTICUT. DEPT. ON AGING. Enjoy your 


Fz LEER ER Viok A 


CONNECTICUT. [DIVISION — POLICE. 
safety scene. 
eriden] quarter 
Vol. 1; 1988. 


Free. 


CONNECTICUT. EMPLOYMENT SECURITY 
News. Wethersfield. 


CONNECTICUT. SECURITY 
DIVISION. Inf 
abor mar review. 
980. 


ethersiie. 


CONNECTICUT. EMPLOYMENT SECURITY 
DIVISION. R 
Bristol abor market review. 


— ersfi 


CONNECTICUT. EMPLOYMENT SECURITY 
DIVISION. Inf 
Connecticut ata 


affirmative action plans. 
questetly. 


NNECTICUT. EMPLOYMENT SECURITY 


co 
DIVISION. R 
Connecticut or situation. ethersfie 


mont 
sc84-1193 


CONNECTICUT. EMPLOYMENT SECURITY 
DIVISION. 
Danbury quarterly or 


[We 1d) market review. 
ethershie! 
1989. 


CONNECTICUT. EMPLOYMENT SECURITY 

DIVISION. R 

quarterly labor market review. 
ie 


ethersfield 
CONNECTICUT. EMPLOYMENT SECURITY 


DIVISION. 
Hartford labor market review. ethersfie 


monthly 
1989. 


882 
CONNECTICUT. BOARD OF ACCOUNTANCY. 
| Newsletter. Hartford. 
1988. rogram. Family violence program  semi-ann 
eriden] 
CENSUS DATA CENTER. News. 
CONNECTICUT. DIVISION OF STATE POLICE. 
Program aw eniorcement family violence arrests 
semi-annual report. [Meriden] 
1987. 
7 Management update. or 
12: 1985. 
| 
| 1 
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CTICUT. EMPLOYMENT SECURITY 


CONNE 
DIVISION. Office “of Research _and_Information. 
New Britain quarterly r market review. 


d] 


EMPLOYMENT 


CONNECTICUT. EMPLOYMENT SECURITY 
DIVISION. 
New London-Norwi 


quarterly r market 
review. [Wethersfield] 
1989, 


DIVISION. 


uarterly 
— ersfield ld} 


mar review. 


CONNECTICUT. EMPLOYMENT SECURITY 
DIVISION. R i 
Single-claimant 
all programs: UC, UCFE, 


issu 


CX, regular period 


INNNECTICUT. EMPLOYMENT SECURITY 


co 
DIVISION. nf 
Stamford labor market review. ethersfie 


monthly 
1989. 


CONNECTICUT. EMPLOYMENT SECURITY 
DIVISION. Office of Research _and Information. 
Torrington | quarterly labor market review. 


ersfield] 


CONNECTICUT. 

DIVISION] Office _of _Research__and Information. 

Unemployment compensation claims taking 
uc & U 


activities; State C JTS, regular 
pore of filing. [Wethersfield] 


NNECTICUT. EMPLOYMENT SECURITY 
Waterbury labor 


mon 
1989 


CONNECTICUT. EMPLOYMENT SECURITY 


DIVISION. Office Research _and__Information. 
quarterly labor market review. 


ethersfie 


CONNECTICUT. GENERAL ASSEMBLY. Legislative 
Vibrary. Selected report list. Hartford. 


CONNECTICUT. MARKETING DIVISION. 
Connecticut market bulletin. Hartford. 2 no. a 


week. 
Vol. 69; 1989. 


CONNECTICUT. OFFICE OF THE CHIEF COURT 
Spotlight on the courts. 
Vol. 4; 1989 


CONNECTICUT. STATE BOARD OF LABOR 
— Decision. [Wethersfield] 
75-649704 


CONNECTICUT. STATE ETHICS COMMISSION. 
= Hartford. quarterly. 


CONNECTICUT. STATE LOTTERY. Connecticut 


Farmington, Outreach: the newsletter o 
er services. [Farmington] 


enter for 
[Storrs] 
Vol. 1; 1988. 


nvironmenta ealth newsletter. 


883 
ethersfield 
CONNECTICUT. EMPLOYMENT SECURITY 
DIVISION. Offic pi_ Research mc nlormation. 
Middletown anc ower River quarter abo 
market review. [Wethersfield] 
1989. 
. 
New Haven labor market review. ethersfie 
monthly 
1989. 
ol. 10; 1989. 
CONNECTICUT. UNIVERSITY OF CONNECTICUT, 
=ctic mall > usiness De 
‘ente port ighlights: a ne’ of th 
port Center. [Storrs] 
ol. 1; 1988. 
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FLORIDA 


FLORIDA. ATTORNEY GENERAL. Digest of 
rem official opinions. Tallahassee. 

$5, individuals; $15.00, organizations; first 1989. 
two issues free to all interested parties. 


FLORIDA. BUREAU OF 
CONNECTICUT. UNIVERSITY OF CONNECTICUT, INFORMATION. Florida 


LABOR MARKET 
employment _ trends. 
Extension 


87-655605 


FLORIDA. [BUREAU OF] TRANSPORTATION 

CONNECTICUT. UNIVERSITY OF CONNECTICUT, STATISTI Quarterly update of interstate . 
Notes & lines. [T: 
orrs 1988. 
Vol. 8; 1988/89. 
FLORIDA. DEPT. OF BUSINESS REGULATION. 

CONNECTICUT. WILDLIFE BUREAU. Scope. Malt beverages: sales to government stores. = 


FLORIDA. DEPT. OF CITRUS. Brazilian FCOJ 
DELAWARE — Gainesville. (Economic research report) 


DELAWARE. DEPT. OF FINANCE. Financial report. FLORIDA. DEPT. OF wi i 
338/89 Market Research Dept A. C. Nielsen index. 


eland. quarterly. 
88-646103 1988/89. 


DELAWARE. GEOLOGICAL SURVEY. First state . 
Beclogy, Newark. 2 no. a year. FLORIDA. DEPT. OF 
Vol. 7; 1989. Market Rescarch poo A . C. Nielsen  scantra 
85-641627 


/89 market. 
DELAWARE. GEOLOGICAL SURVEY. Monthly ; 
— on water conditions in Delaware. Newark. 


pathy FLORIDA. DEPT. OF CITRUS. Economic and 
1988/89. ket_R FCOJ imports. Gainesville. 
sn86-3142 _ research report) 


DISTRICT OF COLUMBIA 


Calendar ofthe week. } 


FLORIDA. DEPT. OF CORRECTIONS. Correctional 


DISTRICT OF COLUMBIA. DEPT. OF Vol. 16; 1989. 
ADMINISTRATION. ri nagemen 

District o umbia procurement 

on, D.C.] semimonthly. FLORIDA. aw. OF CORRECTIONS. Office of the 

ol. 4; 1988 Ins) 
in cooperation _ = al the D.C. Minority unt = acilities: profile data summary; 

Business Opportunity Commission. 


monthly report. [Tallahassee 
[ ] 


DISTRICT OF COLUMBIA. DEPT. OF 


EMPLOYMENT SERVICES. ateetonstieon FLORIDA. DEPT. OF EDUCATION. Legislative 
Washington D.C. area labor summary. [Washington, ae. Tallahassee. 
D.C. 1988/89. 


87-654012 


( 
CONNECTICUT. UNIVERSITY OF CONNECTICUT, S| 
Storr: gnnecticut 's niversity Alihated Program 
on_ Developmental Disabilities. ‘Kaleidoscope: a 
of articles on _ families. 
MOMS. SCT VIC 
calendar. | Storrs 
1988-89 
ut 
q 
j 
memo. | Tallahassee 
UNCIL. Vols. 1-3; 1 
4 
a 
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FLORIDA. pe OF EDUCATION. Monday report. 
Tallahassee. wee 
Vol. 23; 1988/89. 
sc83-3132 


FLORIDA. DEPT. OF ENVIRONMENTAL 
REGULATION. i R 


Environmental exchange point. assee 
Vol. 1; 1988. 


FLORIDA. DEPT. OF ENVIRONMENTAL 


REGULATION, | Office —of Public 
orida’s environment allanassee 
imont 


Vols. 1-2; 1987/88-1988/89. 


FLORIDA. DEPT. OF HEALTH AND 
REHABILITATIVE SERVICES. District Five. The 
[Clearwater] 


FLORIDA. DEPT. OF aes AND 
SERVICES. Prog 


FLORIDA. DEPT. OF HEALTH AND 
REHABILITATIVE SERVICES. Office of the 
Tell-a-gram. [Tallahassee] 


attendance...par istrict totals. 


FLORIDA. DEPT. OF TRANSPORTATION. 
—- unit price list. T: . semi-annual. 


FLORIDA. DEPT. OF VETERANS’ AFFAIRS. 
advisory. St. Petersburg. 


—— DIVISION OF ALCOHOLIC BEVERAGES 
TOBA . Comparative es. on net 
for the first..months of [the]...fiscal 
aa .months of [the previous} 
assee 


FLORIDA. DIVISION OF CULTURAL AFFAIRS. 
Kalliope: a journal of women’s art. [Jacksonville, 
Florida Community College at Jacksonville] 3 no. 
a year. 

Vol. 11; 1989. 

Co-sponsored the National Endowment for 
the Arts, the orida Arts Council, and the 
Florida Community College at Jackson. 

a year; $20.00, two years; $4.00 a copy 

issues no. 1/2; vol. 
issues available: 
ond ge complete 
number available to 


FLORIDA. DIVISION OF LABO 
AND G. 


R, EMPLOYMENT, 
TRAINING. Labor market trends, Bradenton 
(Manatee County). [Tallahassee] 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND_ TRAINING. Labor market trends, Daytona 
Beach MSA ‘'"minitrend" (Volusia County). 
[Tallahassee] 

1987-88. 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND TRAINING. Labor market trends, Ft. 
Lauderdale-Hollywood- Fompano Beach MSA 
or (Broward County). [Tallahassee] 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND TRAINING. Labor market trends, Ft. Myers- 
Cape Coral MSA "minitrend" (Lee County). 


FLORIDA. DIVISION OF LABOR, mete, 
AND TRAINING. Labor market trends, Ft Pierce 
MSA “mini-trend” (Martin and St. Lucie Counties). 
Beach] monthly. 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND TRAINING. Labor market trends, Gainesville 
MSA "“minitrend” (Alachua and Bradford Counties). 
[Tallahassee] 

1987-88. 


sn88-35736 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND TRAINING. Labor market trends, Jacksonville 


MSA "minitrend" (Clay, Nassau, and St. 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND TRAINING. Labor market repaik Lakeland- 
Winter Haven MSA _ "minitrend" County). 
[Tallahassee] 

1987-88. 


885 
86-647165 
Vol 10; 198. 
stem ar 
om 
1987. 
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FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND TRAINING. Labor market trends, Melbourne- 


Titusville-Palm Bay MSA ‘“minitrend" (Brevard 
nty). allahassee} 


ducation research aton] 2 no. a 
Vol. 2; 1987/88. 
sn87-35002 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, FLORIDA. FLORIDA INTERNATIONAL 
AND TRAINING. market trends, Miami- UNIVERSITY, h 
Hialeah MSA ‘minitrend" (Dade County). nagem FI Ospitality review. lami 
allahassee 
1987-88. ; 1988. 
sn89-22082 oPs0° "US. $10.00, forcign; available from: FIU 


Hospitality Review, School _ of Hospitality 
Management Florida International University, 
FLORIDA. DIVISION OF LABOR, EMPLOYMENT, Tamiami Trail, Miami, FL 33199. . 
AND TRAINING. Labor market trends, Ocala MSA 87-655590 
— (Marion County). [Gainesville] 
monthly. 


FLORIDA. FLORIDA STATE HOSPITAL, 
1988. Challahoochee. Chatt-a-gram. [Chattahoochee] 


FLORIDA. DIVISION OF LABOR, EMPLOYMENT, 
AND TRAINING. Labor market trends, Orlando FLORIDA. FLORIDA. UNIVERSITY, 
MSA “minitrend"” (Orange, Osceola, and Seminole Hah Poll Florida 
Counties). [Tallahassee] public opinion. 7 a year. 
Vols. 1-2; 1 786-1986 / 7. 
sn86-37144 


FLORIDA. GAME AND FRESH WATER FISH 
DIVISION OF LABOR, EMPLOYMENT, COMMISSION. Florida wildlife. [Tallahassee] 
AND TRAINING. Labor market trends, Pensacola bimonthly. 
MSA _ ‘“minitrend" (Escambia and Santa Rosa Vol. 43; 1989. 


FLORIDA. GAME AND FRESH WATER FISH 
FLORIDA. DIVISION OF LABOR, EMPLOYMENT, COMMISSION. Office of _Sernces. 
AND TRAINING. Labor market trends, Sarasota Coryi: official newsletter of the Flori anther 
MSA “minitrend” (Sarasota County). [Tallahassee] Commission. [Tallahassee] 
1987-88. Vol. 2; 1988/89. 


FLORIDA. LEGISLATURE. Florida Legislature, 
DIVISION OF LABOR, EMPLOYMENT, ect prefiled bills. 
AND TRAINING. Labor market trends, Tallahassee 
(Gadsden and Leon Counties). 83-644220 
1987-88. FLORIDA. LEGISLATURE. 
ives. Interim calendar. [Tallahassee] 


OF LABOR, EMPLOYMENT, 
AND Labor market trends, Tampa-St. 
Petersburg Clearwater MSA “minitrend" (Hernando, 
Hillsborou Pasco, and Pinellas Counties). 
[Tallahassee] 


1987-88. 


FLORIDA. LEGISLATURE. int _Legislativ 


EMPLOYMENT, 
trends, West Palm 
Beach-Boca Raton-Delray Beach MSA  "minitrend" 
County). [T: ] 


economic 
Vol. 9; 


sn87-35521 


ri-olo report: ogy, nematology, 
gy 4 onthly. sy gy 


petpology. (Ts report [Tallahassee LOTTERY. The Florida lottery monthly 


sn82-6746 


886 

2 allahassee 00 a year; $1.25 a copy. 
4 57316 

4 nformation. orida ature interim subject 

a in > enate bills and House bills. [Tallahassee] ' 

1989. 
FLORIDA. LEGISLATURE. pin gisiative 
ana om mi Economic anc 
Demos esearch _Divisior orida month! 
4 
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FLORIDA. MISSING CHILDREN INFORMATION 
CLEARINGHOUSE. Missing children bulletin. 
monthly. 


FLORIDA. OFFICE OF TAX RESEARCH. Local 
government tax distributions by — 
taxes/DOR accounts. [T ] 


FLORIDA. OFFICE OF TAX RESEARCH. Local 
government tax_ receipts by county, DOR 
[Tallahassee] 


administered taxes/DOR accounts. 
1987/88. 


FLORIDA. OFFICE OF TAX RESEARCH. Local 
cuties motor fuel tax collections & gallons sold. 
[ monthly. 


FLORIDA. OFFICE OF TAX RESEARCH. State tax 
receipts and general revenue distributions, DOR 
administered taxes/comptroller’s accounts. 
[Tallahassee] 

1988/89. 


FLORIDA. REAL ESTATE COMMISSION. Education 
[Tallahassee] 


FLORIDA. SCHOOL FOR THE DEAF AND THE 
St. Augustine, The herald. St. Augustine. 


sn88-35924 


A. SOLAR ENERGY CENTER. i 
nform The solar collector. pe 
anaver. 

4; 1989. 


Vol. 1 
sc85-3045 


FLORIDA, STATE LIBRARY, Orange 
bulletin. [Tallahassee] monthly. 


FLORIDA. SUWANNEE RIVER WATER 
MANAG DISTRICT. Journal. Live Oak. 
Vols. 1-4; 1986-87, 1987/88-1988/89. 


Issued’ in emote wn with the Dept. of Natural 
Resources and t Army Corps of Engineers, 
Waterways be Station, Aquatic Plant 
Control Research Pr 
4 to ‘and Canadian managers, 
iologists, an ncies. 
sc84-7615 


FLORIDA. UNIVERSITY OF FLORIDA, Gaincrville. 
tinamericanist. Gainesville. 3 no. a year. 
Vol. 24; 1988/89. 
sc84-1784 


FLORIDA. UNIVERSITY OF FLORID, 


FLORIDA. UNIVERSITY OF FLORIDA, 
ish, Newsletter of the Freu 


le] 2 no. a year. 
Vol. 


$10.00 a “year, individuals; $12.00 a ye 
Sullivan Dept ‘om: Prof. 
Universty of Ploriga, Ga Gainesville 
sn87-35327 


FLORIDA. UNIVERSITY FLORIDA, 
Tam nter_ li Anthr 
mnections: etin oO nternation etwor 
for [Tampa] triannual. 
Vo 


$18.00 year, $9.00 year, 
students; $30, 00 a year, insti 


GEORGIA 


GEORGIA. DEPT. OF REVENUE. i 
Co The Georgia revenue quart 
Vols. 8-9; 1985/87-1987/88. 


GEORGIA. GEORGIA SOUTHERN COLLEGE, 
ffi Agenda. 
tatesboro] monthly. 
1987. 


ssboro. ions, The mirror. 


GEORGIA. SOUTHERN COLLEGE, 
Southerner. 

tates) 

Vol. 7; 1 


GEORGIA. MUSEUM OF ART, Athens. Bulletin. 


no. a 


$3.00 an issue. 
771-648900 


GEORGIA. MUSEUM OF ART, Athens, Georgia 
— of Art news. [Athens] 


sn86-1947 


887 
nA, Gai 
‘ lism and ATH Th 
M listener, classic 89. [Gainesville] monthly. 
Vol. 10; 1989. 
1988. 
ar, 
d- 
a 
no. a year. 
1988/89. 
Vol. 1; 1988. 
s 
FLORIDA. UNIVERSITY OF FLORID frainesville. 
for Aquatic Weeds. Aquatic We Program 
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GEORGIA. OF GEORG Athens. 
fo inu eorgia 


Free; available from: Georgia Center for 


University of Athens, GA 30602, 


GEORGIA. UNIVERSITY OF GEORGIA, Aiea, 
[Athe: 


Columns. 
semi-mon A 
Vols. 14-16; 1986/87-1988/89. 


GEORGIA. UNIVERSITY OF GEORGIA, A 
The Georgia advocate. [Athens 
no. ay 
Vol. 24; 1988/89. 
sf85-1210 


GEORGIA. UNIVERSITY SYSTEM OF GEORGIA. 


Minutes of the meeting. 
tlanta 
1988. 


GEORGIA. UNIVERSITY ae OF GEORGIA. 
ffi f lic Rel rmation 
ystem. anta 


88-647596 


GUAM 


GUAM. VISITORS BUREAU. Monthly statistical 
Agana. 


HAWAII 


HAWAII. CRIMINAL JUSTICE DATA CENTER. 
Crime trends in Hawaii. [Honolulu] 
Vols. 12-13; 1987-88. 


HAWAII DEPT. OF COMMERCE AND CONSUMER 
AFFAIRS. ivision _of Financial —pastitutions 
Comparative consolidat statement condition 
of State-chartered industrial loan companies as at 
the close of business. Honolulu. 


HAWAIL DEPT. OF COMMERCE AND CONSUMER 
AFFAIRS. Division of Financial _Institutio 
Comparative statement of of  State- 
chartered banks as at the close of business. 
Honolulu. 

1 1987-88. 


HAWAIL DEPT. OF 
AFFAIRS. Finan 
Comparative statement condition x tate- 
chartered ind loan licensees as at the close 
of business (dollar amount in _ thousands). 
Honolulu. 

1985-86. 


HAWAIL DEPT. OF COMMERCE AND CONSUMER 
AFFAIRS. ivision tin ncial_ i 
Comparative | condition tate- 
chartered nes & loans associations as at the 


HAWAIL DEPT. OF COMMERCE AND CONSUMER 
AFFAIRS. Division _ of oy Institutions. 
Comparative statement condition oO tate- 
chartered savings inom associations as at the 


close of business (dollar amount in thousands). 
Honolulu. 
1985-86. 


HAWAII DEPT. OF COMMERCE AND CONSUMER 
AFFAIRS. Division _ of —Pinancial Institutions. 
Comparative statement condition of trust 


as at the close of Honolulu. 


HAWAIL DEPT. OF COMMERCE AND pe 
AFFAIRS. Division _ of -Pigancial Institutions. 
Comparative statement condition of trust 
companies as at the close of business (dollar 
thousands). Honolulu. 


HAWAII. DEPT. OF TAXATION. General excise 
= a tax collections. [Honolulu] monthly. 


HAWAIL DEPT. OF TAXATION. Tax Research and 
Recon Liquid fuel tax base and tax collections. 
0 


nolulu] monthly. 
1989. 


HAWAII. DEPT. OF TAXATION. 
Planning. Revenue trends. Honolulu. monthly. 


HAWAII. UNIVERSITY OF HAWAII AT MANOA. 
i f Educativnal _ perspectives. 
onolulu] 2 no. a year. 
$5.00 a year; $3.00 a copy. 

a year; a 
sn79-5099 


HAWAIL. UNIVERSITY OF HAWAII AT 
ooperative Extension Hawaii food 
no Ole. 1988-89 onolulu 


sn88-24331 


| 
{ 
| 
Ri 
x 1987-88. 
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fee UNIVERSITY OF HAWAII AT MANOA. 
Hawaiian range 
news pier. uela. 
Vol. 10; 1989. 


HAWAII, UNIVERSITY OF HAWAII AT MANOA. 
label: 
e sticide safety and education. [Honolulu 


HAWAII. UNIVERSITY OF et AT MANOA. 
ibr H. Acquisition list: 
niversity of Hawaii a awaiian Collection. 
quarterly. 


86-642581 


HAWAII. UNIVERSITY OF HAWAII AT MANOA. 
Makai: "toward the 
sea. ulu} mont 
Vol. 
sn82-8166 


HAWAII UNIVERSITY OF HAWAII AT MANOA. 
Sea grant quarterly. 


onolulu 
Vol. 10; 1988. 
sn79-19328 


IDAHO 


IDAHO. BOARD OF PROFESSIONAL ENGINEERS 
AND PROFESSIONAL LAND SURVEYORS. News 
— Boise. irregular 


Vol. 1988. 


IDAHO. BOISE STATE 


UNIVERSITY. 
Focus. quarterly. 
v ol. ate 14] 1988/89 


IDAHO. BUREAU OF PREVENTIVE MEDICINE. 
surveillance report. Boise. 
Vol. 89 [i.e. 88] 1989. 


Office _of 


IDAHO. BUREAU [OF] WATER QUALITY. Idaho 
[Boise] quarterly. 


IDAHO. COMMISSION ON THE ARTS. Art of the 
~ 


DEPT. OF ADMINISTRATION. Bureau. 
I Pr The Idaho 


su = ro news. 
ols. 1-4, 6 [n.d] 


IDAHO. DEPT. OF ADMINISTRATION. Burcap of 
Risk Management. Risk management advisor 
monthly. 


IDAHO. DEPT. OF ADMINISTRATION. Divisi 


Purchasin Purchasing newslette 
quarterly. 


Vol. 1; 1988/89. 


IDAHO. DEPT. OF COMMERCE. Department of 
news. Boise. 


IDAHO. DEPT. 


OF EMPLOYMENT. Quarterly wages 
in og (thousands of dollars). [Boise] 


IDAHO. DEPT. OF EMPLOYMENT. Lm: = 
Resear: Boise employment 
monthly. 


Vol. 1; 1989. 


R rch __an nalysi 
oise] monthly. 
Vol. 1; 1 


IDAHO. DEPT. OF EMPLOYMENT. Bureau of 
Canyon employment. 


IDAHO. DEPT. OF EMPLOYMENT. Bureau of 
R Idaho Falls employment. 
Oise} mont 


Vol. 1; 1989. ‘ 


IDAHO. DEPT. OF EMPLOYMENT. Bureau of 
R is. Magic Valley employment. 
oise] monthly. 


Vol. 1; 1989. 


IDAHO. DEPT. OF EMPLOYMENT. Burcau of 
R Panhandle employment. 
oise] monthly. 


Vol. 1; 1989. 


DEPT. OF EMPLOYMENT. Bureau of 
R is. Pocatello employment. 
Oise y. 


Vol. 1; 1989. 


DEPT. OF 


nal coi ent. 
[Bos Foal 


IDAHO. bw Fy OF FISH AND GAME. Idaho 


wildlife. 6 no.a 
Vol. fie. 1989 


$10.00 a year, S: $13.00 a year, foreign. 


889 
e 

IDAHO. BOISE STATE UNIVERSITY. Hemingway 

Western Studies Center. Idaho Writers’ Archive. 

N 
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IDAHO, DIVISION OF ECONOMIC DEVELOPMENT. 


Economic development. Boise. 
Vol. 1; [1989] 


IDAHO. DIVISION OF FINANCIAL MANAGEMENT. 
Idaho economic forecast. [Boise] 
Vol. 11; 1989. 
82-646815 


IDAHO. DIVISION OF FINANCIAL MANAGEMENT. 
Idaho outlook; news of Idaho’s economy and 


1988. 


IDAHO, DIVISION OF TRAVEL PROMOTION. 
Vol. 1 [1988/85] 


ern Idaho da aletter. 
Vol. 1; 1988/89. 


IDAHO. PERSONNEL COMMISSION. Pay & 
facts. [Boise] 


IDAHO. POTATO COMMISSION. Report. Boise. 


SYSTEM. Idaho PERSpectives 
Vol. 1; 1989. 


IDAHO. PUBLIC UTILITIES COMMISSION. Idaho 
Public Utilities Commission summary of utilities 
monthly. 


IDAHO. STATE HISTORICAL SOCIETY. Mountain 


29; 1988/89 


IDAHO. STATE LIBRARY, Boise. Idaho State 
[Boise] 


“IDAHO. STATE LIBRARY, 
monthly checklist. 


“IDAHO. STATE LIBRARY, Mo: 
ist of Idaho government publications. 
Vol. 1; 1989. 
IDAHO. STATE LIBRARY, Boise. Progress report. 
1988-89. 


IDAHO. TRANSPORTATION DEPT. IHi, Idaho 
way information; a bimonthly construction and 
rest area report. [Boise 
1988-89. 


IDAHO. UNIVERSITY OF _ IDAHO, 
URO news. [Moscow 
monthly. 
1988. 


ILLINOIS 


ILLINOIS. AGRICULTURAL EXPERIMENT 
STATION, Urbana, Illinois research. Urbana. 
1988. 


AS59-9204 


ILLINOIS. AGRICULTURAL STATISTICS SERVICE. 
Illinois & (Den [Springfield] weekly 
r.-Nov.), monthly 


Apr. 
ol. 10; 1989 
sn80-3162 


ILLINOIS. CAPITAL DEVELOPMENT BOARD. 
Capital Board bid information. 


COUNCIL ON WOMEN. 


ILLINOIS. 
— women, 


[Suringheld] COMMISSION. 
ransportation register. pringfie’ monthly. 
Vol 2: 1989. 


ILLINOIS. COMMISSION ON 
INTERGOVERNMENTAL COOPERATION. 
issues. [Springfield] 


ILLINOIS. DEPT. OF AGRICULTURE. Illinois 
—= fertilizer tonnage report. Springfield. 


890 

IDAHO. IDAHO STATE_UNIVERSITY, Pocatello. | 

| 
Vol. 1; 1988. 
[Chicago] 
Vol. 1; 1988. 
| 
a . 2; 
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ILLINOIS. DEPT. OF AGRICULTURE. Division of of 
Illinois grain & livestock market news 
ol. 20; 1989. 


Issu with U. S. cultural 
Marketing Service 


ILLINOIS. DEPT. OF COMMERCE AND 
COMMUNITY AFFAIRS. Illinois bi-monthly 
data summary. Springfield. 


ILLINOIS. DEPT. OF COMMERCE AND 
COMMUNITY AFFAIRS. Relay. [Springfield] 


ILLINOIS. DEPT. OF COMMERCE AND 

COM AFFAIRS. ivision 
mmuni Illinois economic report. 
ringiric: 
ol. 8; 1 

Free. 


ILLINOIS. DEPT. OF AND 
COMMUNITY AFFAIRS. 
Analysis Illinois gross State product. [Sp 


ILLINOIS. DEPT. OF CONSERVATION. 

Illinoensis; newsletter of the 

ative Plant Conservation Program. [Springfield] 
5; 1989. 


ILLINOIS. DEPT. OF CONSERVATION. Oflice of 
li yet Outdoor highlights. 


y. 


ILLINOIS. DEPT. OF CORRECTIONS. Quarterly 
report J adult and juvenile facilities. 


ILLINOIS. DEPT. OF CORRECTIONS.. 
r Perspectives. [Springfie 


monthly. 
Vol. 11 [i.e. 10] 1989. 
IS. DEPT. OF ENERGY AND NA’ 


ILLINO TURAL 
RESOURCES. Illinois Geographic Information 
= update. [Champaign] 


ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Illinois resources. [Springfield] 


monthly. 
1989. 


EPT. OF FINANCIAL INSTITUTIONS. 


DFI. De 


ILLINOIS. DEPT. OF 
[Springfield] bi-monthly. 


74-646870 


INSURANCE. Illinois 


ILLINOIS. DEPT. OF NUC 
response-abilities. 

Vol. 6; 1988. 


SAFETY. 
[Springfield] 


ILLINOIS. DEPT. OF PUBLIC HEALTH. AIDS 
Section, AIDS facts for life. Springfield. 


ILLINOIS. DEPT. OF THE LOTTERY. Financial 
[Springfield] 


DEPT. ON AGING. Network news. 
quarterly. 


ILLINOIS. DEPT. ON AGING. Senior news. 
ield. 


ILLINOIS. DIVISION OF AERONAUTICS. Illinois 
bimonthly. 


76-649635 


ILLINOIS. DIVISION OF PUBLIC WATER 
SUPPLIES. Digester/over the _ spillway. 

989. 


Issued in cooperation with Division of Water 
= Control, Environmental Protection 


Agency. 


ILLINOIS. DIVISION OF, TRAFFIC SAFETY. 
Comparative motor vehicle traffic accident 
ar by county. [Springfield] 


ILLINOIS. DIVISION OF TRAFFIC SAFETY. 
Comparative motor vehicle traffic accident 
Statistics in cities of 5,000 population and over- 
[Springfield] ‘semi-annual. 


ILLINOIS. DIVISION. OF TRAFFIC SAFETY. 
Traffic safety update. [Springfield] 
Vol. 8 [n.d.] 


891 
ILLINOIS. DEPT. OF AGRICULTURE. Division of j 
arketing. Bureau of Internation: Marketing 
(port update. |Springhield] bimon' nly. 
| 
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TRAFFIC SAFETY. 


restraint usage in 


with the Accident 
tilization 0 and the Safety 
Section, of Traffic Safety. 


ILLINOIS. ENVIRONMENTAL PROTECTION 
progress. Springfield. 


EXECUTIVE DEPT. Executive order. 


ILLINOIS. 


ASSEMBLY. Joint_Committee 
Illinois regulation. 


COUNCIL. Discharge data _ system, 
Regionls 1 [-11. springfield] quarterly. 


ILLINOIS. HEALTH CARE COST CONTAINMENT 
COUNCIL. Health cost 


ILLINOIS. HISTORIC PRESERVATION AGENCY. 
is stony monthly. 


S00 a year $1.00 a copy; 15 copies free to all 
60-42034 


ILLINOIS. ILLINOIS STATE POLICE. 10-43, Illinois 
— magazine. [Springfield] quarterly. 


ILLINOIS. LEGISLATIVE RESEARCH UNIT. First 
i 10-12 no. a year. 


ILLINOIS. OAKTON COMMUNITY COLLEGE, Des 
report. [Des Plaines] 5 no. a year. 


ILLINOIS. OFFICE OF THE COMPTROLLER. 
— funds monthly report. [Springfield] 


ILLINOIS. [OFFICE OF THE] COMPTROLLER. 
Mealy fiscal epor. [Springfield] 


ILLINOIS. [OFFICE OF THE] SECRETARY OF 


STATE. Administrative Code Division. Illinois 
register: rules governmental agencies. 


eld. weekly. 


78-642231 


ILLINOIS. [OFFICE. OF THE] SECRETARY OF 

2 4 newsletter for 

secretary of state employees. eld 


aa. [OFFICE OF THE] SECRETARY OF 
STATE. The Inc. 
uarter 


ILLINOIS. OFFICE OF THE STATE’S ATTORNEYS 
APPELLATE | PROSECUTOR. 
Newsletter. [Spri 
ol. 10; 


ILLINOIS. OFFICE OF TOURISM. Illinois calendar 
of 2 no. a year. 


ILLINOIS. SCHOOL FOR THE DEAF, Jacksonville. 
The Illinois advance. [Jacksonville] 5 no. a year. 
Vol. 122; 1988/89. 


ransactions. [Springfie: 
Vol. 81; 

12-22752 


ILLINOIS. STATE BOARD OF EDUCATION. The 
Legislature and the _ schools; governmental 
relations le [Springfie! 

Vol. 13 [i.c. 15] 1989 


ILLINOIS. STATE EMPLOYEES’ 
SYSTEM. SERS informer. [Springfield] 


2 no. a 


ILLINOIS. STATE GEOLOGICAL _ SURVEY 
[DIVISION] Oil and gas drilling in Illinois; 


report. Champaign. 
79-643534 


ILLINOIS. STATE LIBRARY, i Illinois 
[Springfield] monthly (except July and 

Vol. 71; 1989. 


Free. 
29-23175 


892 
| 
teld. 
ILLINOIS. SOUTHERN ILLINOIS UNIVERSITY. 
dwardsvil hool of _Humanities Dept. 
ngli Language and Literatur ou’ wester. 
Edwardsville} 3 no. a year. 
5-640291 
| 


Monthly Checklist of State Publications Vol. 80, no. 6 


ee. STATE LIBRARY, 
Illinois ocuments list. 
16-617424 


ILLINOIS. LIBRARY, ringficl 


Illinois library "preservation 
ulletin. 
Vol. 1; 88. 


i SUPREME COURT. Docket. Springfield. 


UNIVERSITY OF 
nomi 
inois business review. | Urbana y. 


Vol. 46; 
A44-1688 


ILLINOIS. UNIVERSITY OF ILLINOIS, Urbana. 
University of Illinois law review. 
rbana] quarterly. 
1988 


$20.00 per volume; $7.00 a number. 
82-640039 


ILLINOIS, OF ILLINOIS, 
Engincerin Li ffi Engineering 
outlook. [Urbana Cz 7 ug.-May 

Vol. 30; 1988/89. 


Office VICE. 


_ $15.00 “a individual; $22.50 a year, 
institutions; $5.00 a copy. 


ILLINOIS. _OF ILLINOIS AT 
CHICAGO. Chin China 
statistics cago 

ol. 

Issued’ with the China Statistical 
Information and Consultancy Service Center, 
People’s Republic of China. 


ILLINOIS. [VEHICLE SERVICES DEPT.] Vehicle 
— alletin. [Springfield] 


INDIANA 


INDIANA. ADJUTANT GENERAL’S OFFICE. 
orders. Indianapolis. 


INDIANA. BALL STATE UNIVERSITY, Muncie. 
Forum. 


Vol. 
67-64991 


INDIANA. BALL STATE UNIVERSITY, ic. The 
international of social education; icial 
Sud of the Indiana Council for the “Social 
tudies. Munge- 3 no. a year. 


$10.00 a (U.S.) domestic; $13.00 a year, 
US.) forei $4.00 a co 
(US.) foreign; 


INDIANA. COMMISSION ON PROPRIETARY 
ett Copourri. [Indianapolis] quarterly. 


INDIANA. DEPT. OF HUMAN SERVICES. Mature 
Indiana. [Indianapolis] 


INDIANA. DEPT. OF HUMAN SERVICES. New 
directions in vocational rehabilitation in Indiana. 


INDIANA. DEPT. OF MENTAL HEALTH. Profile. 
quarterly. 
1987/88. 


INDIANA, DEPT. OF PUBLIC WELFARE. Semi- 
— statistical report. [Indianapolis] 


76-644069 


INDIANA. DIVISION OF OIL AND GAS. Monthly 
a summary. [Indianapolis] 


INDIANA. DROUGHT ADVISORY COMMITTEE. 


INDIANA. INDIANA STATE UNIVERSITY, Tyere 
H 


Vol. 19: stu les. Lerre Haute. 2 no. a year. 


$1.75 a copy, U.S.; $3.50.a foreign. 


INDIANA. INDIANA STATE UNIVERSITY, Ti 
Haute. Dept of En uplish and 
idwestern folklore. Terre Haute. 2 no. a year. 
Vol. 14; 1988. 
$5.00 a year. 


88-641499 


TY, Hoominston. 


Tra ditional 


arterly o The Archives 


sc84-8157 


893 
Bulletin. [Urbana 
1988/89. 
Music Council for Resarch in Mune 
ulletin. | Urbana] quarterly. 
80-0400 
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INDIANA. INDIANA UNIVERSITY, ‘on. 
i i ree 
erica reporter. {Blooms uarterly. 


Issued in ration with Tobacco-Free You 
SN87-29048 


INDIANA. INDIANA UNIVERSITY, Bloomington. 
i QCPE bulletin. Bloomingto 


uantum em _ Program Exchange, Dept. of 
Chemistry, Indiana University. quarterly. 
Vol. 8; 1988. 


sn84-10806 


INDIANA. INDIANA UNIVERSITY, Bloomington. 
i Newsletter. Bloomington. 


i i rchacol estor. 


ig 
mington. 
Vol. % 1989. 


sn84-2227 


INDIANA. 


INDIANA UNIVERSITY, B i 
auenery Indiana law journal. [Bloomington 
quarterly. 

Vol. 64; 1988/89. 
$20.00 


a year, U.S. and Canada; $24.00 a year 


foreigr ; $6.00 a copy. 
40-30903 
INDIANA. PURDUE UNIVERSITY, | 
h ivil myn rin Environmenta 
engineering news. ayette] monthly. 
4601989. 
IOWA 


[Des Moines] 
1987. 


Class "E” newsletter. M 
0) er. [Des Moines] 


IOWA. BOARD OF NURSING. Nursing newsletter. 
Des Moines. quarterly. 
Vol. 8; 1988. 


Examiners. Des Moines. 


security act. [Des Moines] 


IOWA. ADVISORY COMMISSION ON 
INTERGOVERNMENTAL RELATIONS. Minutes. 


IOWA. ALCOHOLIC BEVERAGES] DIVISION. 


IOWA. BOARD OF PHARMACY EXAMINERS. Board 


IOWA. BUREAU OF MEDICAL SERVICES. Monthly 
of medical services provided under 
Ti - XIX of the Social 


IOWA. BUREAU OF REFUGEE PROGRAMS. The 
Iowa [Des Moines] bimonthly. 
Vol. 12; 1989. 


IOWA. CODE EDITOR. Iowa administrative 
bulletin. [Pes Moines] biweekly. 
Vol. 12; 1989. 
80-640247 


IOWA. CODE EDITOR. Iowa administrative code 
su . [Des Moines] biweekly. 


IOWA. COMMISSION ON THE STATUS OF 
WOMEN. Iowoman. Des Moines. 
Vol. 19; 1989. 


IOWA. CRIMINAL APPEALS AND RESEARCH 
DIVISION. Iowa Criminal law bulletin. [Des 
Moines] monthly. 
1989. 
80-643873 


IOWA. DENTAL HEALTH BUREAU. Bright smiles 
— ry bulletin. [Des Moines] 


IOWA. DEPT. OF AGRICULTURE AND LAND 


STEWARDSHIP. hemi 
Distribution of fertilizer tonnage grades 
materials. Des Moines. 

1986, 1988. 


IOWA. DEPT. OF AGRICULTURE AND LAND 


STEWARDSHIP. State, Chemical Laboratory. Iowa 
ae report; fertilizer laboratory analyses. 


Moines. 
1987/88. 


IOWA. DEPT. OF ECONOMIC DEVELOPMENT. 
[Des Moines] 


Issued in cooperation with Governor’s Office for 
Volunteers. 


IOWA. DEPT. OF EDUCATION. CISI newsbriefs. 
[pes Moines] Career Information System of Iowa 
Education] 


IOWA. DEPT. OF EDUCATION. CISI newsletter. 


Des Moines, Career 


Information System of Iowa, 
Education] 


IOWA. DEPT. OF EDUCATION. DE newsletter. 


IOWA. DEPT. OF EDUCATION. Dispatch. [Des 
Moines] 7 no.a 
Vol. 18; 1988/89. 


q 
: 
fe 
Bs 
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OF N. Bureau _of 
Ns: al enge to 


IOWA. DEPT. OF EDUCATION. 
and Nutrition. The lunch line. Des Moines. 5 no. a 
year. 


Vol. 43; 1988/89. 


IOWA. DEPT. OF EDUCATION. of 
i lum. Social | studies 
onl es oines] bimonthly during the 


YT; 1988/89. 


IOWA. DEPT. OF EMPLOYMENT SERVICES. D.E.S. 
. Des Moines. 
ol. 24 [i.e. 23] 1989. 


IOWA. DEPT. OF EMPLOYMENT SERVICES. News. 


IOWA. DEPT. OF HEALTH. ion, Bright 
= dental health bulletin. [Des Moines 


Ad *hild cn, ami 
population movement report. 


(Report series) 


“Pop Pat the ospital- 
for the retarded. [Des 


IOWA. DEPT. OF HUMAN SERVICES. 
DHS semi-annual review. 
oines 
1988 


IOWA. DEPT. OF NATURAL RESOURCES. Iowa 
conservationist. [Des Moines] monthly. 
1989 
a year. 
54-27611 


IOWA. DEPT. OF PUBLIC HEALTH. Iowa disease 
Moines] 


IOWA. DEPT. OF PUBLIC SAFETY. Communicator. 
[Des Moines} 
Vol. 15 [i.e. 16] 1989. 


IOWA. DEPT. OF PUBLIC SAFETY. Iowa public 
safety missing persons entered summary. [Des 


IOWA. DEPT. OF PUBLIC SAFETY. issi 
rson learingh Iowa missing persons 
= es Moines] monthly. 


895 
IOWA. DEPT. OF HUMAN SERVICES. Bureau o 
Management _Information. Research 
— es Moines Section] Foster care. |Des Moines 
1988. 989. 
IOWA. DEPT. OF HUMAN SERVICES. Bureau _o} 
anager: ent mation. Research and 
ection onth ation moveme 
mental institutes. (Des Moines} 
1989. 
IOWA. DEPT. OF HUMAN SERVICES. Bureau _o 
Management Information. Research and Statistics 
Section] Monthly assistance statistica 
° oe aid to dependent children program. [Des 
oines} 
1989. 
IOWA. DEPT. OF HUMAN SERVICES. Bureau 
Manage men Info mation. Resea cn and 
ection, Month statistical movement summ 
or entire Iowa Dept. of Corrections. [Des Moines} 
series) 
1988-89. 
Manage 
schoo: 
1989. 
IOWA. DEPT. OF HUMAN SERVICES. Bureau _o 
anagement information. anc atistics ince O 
—— 
ams. Des Moines 
IOWA. DEPT. OF HUMAN SERVICES. Bureau_of 
anagement niormation. Kesearch and statistics 
Section! Dependent ac abuse report. [Des 
Moines] (Report series) 
vi 
IOWA. DEPT. OF HUMAN, SERVICES. Bureau _o 
anavemeni iniormavon. escarcn and 
Section] Division 0 Mental Helath out-patient 
nic report. [Des Moines] 
1989. 
IOWA. DEPT. OF HUMAN SERVICES. Bureau _ 
anagemen! niormation. Research and __ Statistics 
Section] ood stamp program tate summary. 
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IOWA. DEPT. OF REVENUE 
Business tax newsletter. [Des Moines] 
Vol. 11; 1988. 


AND FINANCE. 


IOWA. DEPT. OF REVENUE AND FINANCE. 


IOWA. [DEPT. OF REVENUE AND FINANCE. Audit 
inati Motor vehicle fuel activities 
report. oines]} monthly. 
988. 


IOWA. DEPT. OF REVENUE AND FINANCE. 
ne t wen 


IOWA. DEPT. OF TRANSPORTATION. Commission 
[Ames] 


IOWA. DEPT. OF TRANSPORATION. Burcau_of 
i ion, Inside. [Ames] monthly. 


IOWA. [DEPT. OF TREASURER OF STATE] [New 
official State interest rates, setting the minimums 
that may be paid by lowa depositories on public 
Des Moines. 


IOWA. [DEPT. OF TREASURER OF STATE] Semi- 
— = card disclosure report. [Des Moines] 


IOWA. DIVISION OF DISEASE PREVENTION. 
report. [Des Moines] 


IOWA. [DIVISION OF] JOB SERVICE. Labor area 
omeey- Cedar Rapids, lowa, M.S.A. [Des Moines] 


IOWA. DIVISION OF SUBSTANCE ABUSE AND 

HEALTH PROMOTION. Spotlight. [Des Moines] 

monthly. 
Vol. 12; 1989. 


IOWA. HIGHWAY DIVISION. Weekly _ letting 
bulletin. [Ames] 
ol. 76 [i.e. 78] 1989. 
$56.00 (plus tax) a year. 


IOWA. IOWA LOTTERY. Public Information Office. 
[Des Moines] 
n.d. 


ree. 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Am 
R report. es. 


quarterly. 
Vols. 1-2; 1986/87-1987/88. 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Ames. College of Design. 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Am 


ae of Education newsletter. es 
Vols. 2-4; . 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 


msumer n alumni newsletter. 


mes] 2 no. a 
1987-88. 


IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Am 
The Iowa stater. [Ames] monthly. 
Vol. 15; 1989. 
Issued in cooperation with ISU Alumni 
Association and the ISU Foundation. 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 


Counselors newsletter. [Ames 
Vol. 34; 1988. 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Am issi 


Iowa State preview. [Ames 
Vol. 6; 1 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 
AND TECHNOLOGY] Am Admissi 


State etter for community 
and two-year colleges. es 
Vol. B fie. 


IOWA. IOWA STATE UNIVERSITY [OF SCIENCE 

AND TECHNOLOGY] Ames. Office _of- International 
ional rvi e new internationa 

mension. [Ames 

Vol. 8; 1987. 


IOWA. JUVENILE JUSTICE ADVISORY COUNCIL. 
— of meeting. [Des Moines] 


IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Cerro Gordo 
County MSA. Des Moines. 

Vol. 1; 1986. 


896 
= owa ret es and use tax report. Des Moines. 
1987 
— 
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IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Des Moines 
Des Moines. 


IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Dubuque County 

MSA, Moines. 
Vol. 2; 1987. 


IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Floyd County 
MSA. Des Moines. 

Vol. 1; 1986. 


IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Omaha MSA. 
Des Moines. 

Vol. 1; 1987. 


IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Scott County 
MSA. Des Moines. 

Vol. 1; 1987. 


IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Sioux City MSA. 
Des Moines. 

Vol. 1; 1986. 


IOWA. LABOR MARKET INFORMATION UNIT. 
Labor market information for the Waterloo MSA. 
Des Moines. 

Vol. 1; 1987. 


IOWA. LABOR MARKET INFORMATION UNIT. 
Des Me market information for the Webster County. 
oines. 


IOWA. MATERNAL AND CHILD HEALTH 
The Iowa perinatal letter. [Des 


Vol. iho, 1989. 


IOWA. [MOTOR VEHICLE DIVISIO nee of 
Motor vehicle | atalities. 
1989 


IOWA. [MOTOR VEHICLE DIVISIO Office of 
iver Motor _ vehicle pay accidents. 
oines 


1988. 


IOWA. STATE HISTORICAL SOCIETY OF IOWA. 
Oy [Des Moines] bimonthly. 


IOWA. STATE HISTORICAL SOCIETY OF IOWA. 
The palimpsest. [Des Moines] quarterly. 
Vol. 69; 1988. 
$3.50 a copy. 
22-22850 


IOWA. STATE LIBRARY, Des Moines. Footnotes. 
[Des 
Vol. 13; 1988/89 


IOWA. STATE LIBRARY, Des Moines. Iowa libr 
monthly. 
ol. 8; 


*IOWA. STATE LIBRARY, Des Moines. Depository 
Library Center. lowa documents, a catalog o 


. ublications. [Des Moines] quarterly. 
. 9-10; 1987/88-1988/89. 


*IOWA. [STATE LIBRARY. i i 
Libr far Center] Iowa documents index. eS 


quart 
Vols. 7-10; 1985 /86-1988/89. 


IOWA. UNIVERSITY OF IOWA, Iowa City. Arts 
Towa. [Iowa City = 
Vols. 14-17; 1985/86-1988/89. 


IOWA. UNIVERSITY OF IOWA, 


Iowa City, Universi 


OF 


Iowa business. lowa 
erly. 


IOWA. UNIVERSITY OF IOWA, College 
link. [lowa 


ity no. a year. 


IOWA. UNIVERSITY OF IOWA, 
f Family Pr Check-up. wa City 
quarter 


Vol. rf 1988. 


IOWA. UNIVERSITY OF IOWA, 
Leisure times. [Iowa City 
ol. 1; 


IOWA. UNIVERSITY OF IOWA, 
of _Psychology. Newsletter. [Iowa City 
year. 


Vol. 1; 1986/87. 


IOWA. UNIVERSITY OF IOWA, Jowa Pity. Dept 
Theatre alumni news. [Iowa Ci 


i-annual. 
1988/89 


897 
-64000 
I Iowa 
owa, Aging : 
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IOWA. UNIVERSITY OF IOW. fowa_City_Dept 
University eatres newsletter. 


owa City 
Vol. 6; 1987/88. 


IOWA. UNIVERSITY OF IOWA, City. Hcalth 
ffi Health & safety newsletter 
1 
Vols. 2 ; 1987-88. 


IOW. Io 
seal 


“in ‘cooperation with Veterans 
Administration Medical ter. 


OF_ IOWA, 
arenting in 388 quarterly. 


aod "in cooperation with the Pharm and 
Therapeutics Subcommittee. 


OF_ IOWA, 
ini 


news ry ity] semi-ann 


IOWA. UNIVERSITY OF IOWA, 


Hospit 


— 4-5; 1988-89. 


Clinics, University “a ¥., 


OF 


IOWA. UNIVERSITY OF IOW. 


review. [lowa Ci 
Vols. 1-3; 1 


semi-annual. 
87-1988/89. 


IOWA. = IOWA, Towa City 
Fz ased 


IOWA. UNIVERSITY OF IOWA, Jos 
of Admissions, The Iowa scene. 
16; 1988. 


IOWA. UNIVERSITY OF IOWA, 
ot “Towa, update. [Iowa 
ice of Admissions, School- 
— Relations. 4 no. a year. 


5; 1988/89. 


IOWA. UNIVERSITY OF IOWA, 
of Allirmative Action. Different voices. owa 


ity ry y. 


IOWA. UNIVERSITY OF OD 
outrea 
rh ity} regularly during 


IOWA. UNIVERSITY OF IOWA, tows ity. Office 
of Telecommunications, Dial tone. [Iowa City 


IOWA... OF IOWA, 
Social development issues. [Iowa 


i 
78-642519 


nie rsi 
men iti Sssistive evices 
— on Network newsletter. Iowa City. 


Vols. 1-2; 1987-88. 
Free. 


IOWA. UNIVERSITY OF IOWA, Kowa, City. Weeg 
m putin: n Weeg Computing nter 
etter. ~y ity] 9 no. a year. 


IOWA. UNIVERSITY OF NORTHERN IOW. 
B i i KUNI ” 


ide. ar moni 
16; 1989. 


898 

intake. [lowa 
2 
‘ IOWA. UNIVERSITY 
fe 
te. [lowa City] semi-annual. revention report. [lowa City] 3 or 4 no. a year. 
ols. 1-3; 1986) -1988/89. 1986. 
IOWA. UNIVERSITY OF IOWA, Iowa City 
ospitals_and Clinics. Dept. of Internal Medicine. ity no. 
olleague. ity} 3 no. a year. 
| 

= IOWA. UNIVERSITY OF IOWA, I 
tter. Iowa | 
: Vol. 28 [i.c. 29] 1989." 
: Issued in cooperation with the Pharmacy and 
IOWA. UNIVERSITY OF I0W 
Hospitals and Clinics. Dept. 
i 
IOWA. UNIVERSITY OF IOWA, Iowa City 
Hospital: it linics. Vept. D Respirator 
therapy. Breath sounds. |lowa City 
“3 Vol. 1; 1987. 
‘ 
IOWA. UNIVERSITY OF IOWA, lows 
a te. 
owa City] irregular. 
4 Vol. 6; 1989 
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OF NORTHERN IOW. A, Gedar 
i Northe a ‘owa 


IOWA. UTILITIES DIVISION. [Decisions and 


‘A. UTILITIES DIVISION. Weekly summary of 
ings and orders [Des Moines] 


IOWA. VETERAN'S HO 


Marshalltown, The 
[Marshalltown] mont 


KANSAS 


BUREAU OF LOCAL HEALTH SERVICES. 


KANSAS. 
Topeka. 


KANSAS. DEPT. OF COMMERCE. Developing 
[Topeka] quarterly. 


Issued in with the Kansas Cavalry 
and the Kansas Industrial Developers Association. 


KANSAS. DEPT. OF SOCIAL AND 
REHABILITATION SERVICES. Office of the 


Segretary. SRS review. [Topeka 
ol. 1; 1988. [Topeka] 


KANSAS. WILDLIFE AND PARKS. 
— (Topeka) bimonthly. 


$8.00 a year; $2.25 acopy, 


— DEPT. ON AGING. Advocate. [Topeka] 


KANSAS. JUDICIAL COUNCIL. Bulletin. [Topeka] 
‘ 46-38013 


KANSAS. KANSAS STATE _ UNIVERSITY for 


i Education 


considerations. attan] 5 no. a year. 


Vol. 16; 1 
$4.00 a year; $1.50 a copy. 


KANSAS. KANSAS STATE UNIVERSITY for 
AGRICULTURE AND APPLIED SCIEN E] 
quarterly. 


anhattan 

Vol. 20; 20, 1987/88 

$15.00 a US, Song and Latin America; 
$16.00 a year, Toes countries; $5. $5.00 a copy. 


LEGIS RESEARCH DEPT. 
Highlights, Kansas [Topeka] 


KANSAS. PITTSBURG STATE UNIVERSITY. The 
— Pitsburg) a journal of contemporary 
Pit 


tho 
-41898 


1988 
$8.00 a year; 
a OF STATE. Kansas register. 


82-647353 


KANSAS. STATE HISTORICAL SOCIETY. The 
Kansas State Historical Society mirror. Topeka. 


1989. 


Ranaes SCHOOL FOR THE DEAF, 
Ti Kan [Olathe] monthly. 


KANSAS. TRADE DEVELOPMENT DIVISION. 


ansas business review. 
Vol. 12; 1988/89. 


KENTUCKY. COUNCIL ON HIGHER EDUCATION. 
campuses. [Frankfort] monthly. 


ration with the Council of 
Colleges and Universities. 


in 
Independent Kentucl 


KENTUCKY. COUNCIL ON HIGHER EDUCATION. 
nell report. 4 no. a year. 


899 
Vol. 17; 1989. 
KANSAS. UNIVERSITY OF KANSAS, Lawrence. 
astitute for Public Policy nd_ Business Rese: rch 
< awrence} 4 no. a year. 
~644412 
m KENTUCKY 
1 Average 
y industrial division 
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manufacturing industries 
covered by. “Kentucky unemplo ~y insurance by 
industrial division and county. 


Fr 
1988. 


SERVICES DEPT. MENT 
Di stra 


cove pipyment insurance 
(in thousands of me 
and county. Frankfort. quarter ay. 


KENTUCKY. FOR ENVIRONMENTAL 
PROTECTION. “Ta air & water. [Frankfort] 


KENTUCKY. DEPT. FOR LIBRARIES AND 
ARCHIVES. Records management update. 

Vol. 4; 1988. 


KENTUCKY. DEPT. FOR SURFACE MINING 
RECLAMATION AND ENFORCEMENT. 
eement quarterly 
ildlife Federation 


Steering 
Commit Fr 


ee DEPT. OF AGRICULTURE. 
iculture - Kentucky's 
ranktort} quarterly. 
Voi. 20; 1989. 


DEPT. OF AGRICULTURE. 
Kentucky agricultural 
ort] quarterly. 
19: 1988. 


RESOURCES. entucky un! ound. 


00 a 
54-25172 


KENTUCKY. DEPT. OF INFORMATION SYSTEMS. 
The link. Frankfort. 


KENTUCKY. DEPT. OF MILITARY AFFAIRS. 


emergency management 


Frankfort. bimont 
Vol. 12; 1989. 7 


KENTUCKY. DEPT. OF PUBLIC ADVOCACY. The 
advocate [Frankfort] bimonthly. 
Vo 1988. 


KENTUCKY. DIVISION OF EPIDEMIOLOGY. 
epidemiologic notes & reports. 


ort 
Vol. 24; 1989. 


KENTUCKY. DIVISION OF FORESTRY. Kentucky's 
growing gold: forest products utilization. 


Vol. 28; 1988. 


KENTUCKY. DIVISION OF LOCAL HEALTH. The 
local 
Vol. 7; 1989. 


KENTUCKY. DIVISION OF OIL AND GAS. Permits 
weekly. 


$40.00 a year. 


KENTUCKY. DIVISION OF PAYROLL 
—e, UPPS newsletter. [Frankfort] 


KENTUCKY. EMPLOYMENT SERVICES OFFICE. 
— labor area summary. Lexington. 


KENTUCKY. EMPLOYMENT SERVICES OFFICE. 
— labor area summary. Louisville. 


KENTU EMPLOYMENT SERVICES OFFICE. 
—— labor area summary. Owensboro. 


KENTUCKY. FINANCE AND ADMINISTRATION 
CABINET. Horizons. 


KENTUCKY. 

AUTHORI 

[Frankfort] 
1989. 


GHER EDUCATION ASSISTANCE 
KHEAA employee newsletter. 


‘ E COUNCIL. 
Main _ street. Frankfort) Ken Kentucky Heritage 
ain Street 

Vo 


KENTUCKY. LEGISLATIVE RESEARCH 
= Legislative calendar. Frankfort. 


900 
| 
= | 
Financial Management. Resear and Statistics 
isti 1 ve 
sion 
le 
| 
a “| 
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MURRAY STATE UNIVERSITY. 
Business and Public Affairs, B&PA. 
urra’ =. a year. 
Vol. 088/39. 


KENTUCKY. REAL ESTATE COMMISSION. 
——— real estate newsletter. [Louisville] 


KENTUCKY. REVENUE CABINET. Kentucky State 
government revenue. [Frankfort] monthly 
Vol. 31; 1988/89. 


KENTUCKY. CABINET. Kentucky tax 


UNIVERSITY OF KENTUCKY. 
Kentucky law journal. 
maton uarterly. 
Vol. 77; 1988/89. 
$28.00 a year. 
sc78-794 


LOUISIANA 


LOUISIANA. DEPT. OF AGRICULTURE. Mark 
Division. The Louisiana market bulletin. aton 
Rouge] 


Vol. 73 [i.e. 1989. 
44-24027 


LOUISIANA. DEPT. OF CIVIL SERVICE. General 
Baton Rouge. 


LOUISIANA. DEPT. OF REVENUE AND 
TAXATION. Louisiana tax topics. [Baton Rouge] 


1988/89. 


LOUISIANA. DIVISION OF ADMINISTRATION. 
ol 


LOUISIANA. LEGISLATURE House [of 
Representati islati gislative 
In etin. [Baton Rouge 


LOUISIANA. LOUISIANA AUCTIONEER’S 
LICENSING BOARD. Fast talk. Baton Rouge. 

Vol. 1 [n.d.] 


LOUISIANA. LOUISIANA STATE UNIVERSITY, 
Inf Tiger’s 

pause. [Alexandria] wee 

Vol. 10; 1989. 


LOUISIANA. LOUISIANA_ TECH 
Ruston. Telephone directory. [Ruston] 


LOUISIANA. MCNEESE STATE 


Charles. Dept. of and_ Finance. S 
economic indicators. [Prepared in cooperation with 
the Chamber/Southwest Louisiana and_ the 


Southwest Louisiana Development Foundation] 


LOUISIANA. OFFICE OF ELDERLY AFFAIRS. 
Rouge] 


ee OFFICE OF EMPLOYMENT 
SECURITY. Schedule of itinerant point service. 
Rouge] 


LOUISIANA. OFFICE OF PREVENTIVE AND 
PUBLIC HEALTH SERVICES. f_R 


and Statistics. Louisiana morbidity report. 
rleans. 
1988. 


LOUISIANA. OFFICE OF THE STATE REGISTER. 
Louisiana register. [Baton Rouge] monthly. 
Vol. 15; 1 
80.00 a year, individuals; $40.00 a_ year, 
institutions; $7.00 a copy. 
75-642965 


LOUISIANA, PUBLIC SERVICE COMMISSION. 
a bulletin. [Baton Rouge] 


*LOUISIANA. RECORDER OF DOCUMENTS. Public 
dongeets of Louisiana. [Baton Rouge] 


LOUISIANA. SCHOOL EMPLOYEES’ RETIREMENT 
SYSTEM. School employees’ shoptalk. [Baton 

Vol. 1; 1988/89. 


LOUISIANA. SOUTHERN 
AND MECHANICAL "CO ECE] 


Baton Southernite. [Baton Rouge 
uarterly. 


LOUISIANA. STATE BOARD OF DENTISTRY. The 
bulletin. [New 
Vols. 6-7; 1986/87-1987/88. 


LOUISIANA. STATE LIBRARY, Baton Rouge. Cest 
bon! A calendar of continuing education 
[Baton Rouge] 
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LOUISIANA. STATE LIBRARY, 
LaGIN; — resources eC. aton 


Rouge] 


LOUISIANA. STATE _ LIBRARY, Baton 
Communiqu aton 


ouge} mon 
Vol. 5; 1989. 


LOUISIANA. FOR THE DEAF, 
Baton Rouge. The pe [Baton Rouge] 5 no 
108; 1987/88. 


CENTER. Techno t . on KO 
Vols. 4-5; 1988-89" 


MAINE. ADVISORY COMMISSION ON 
RADIOACTIVE WASTE. Update. [Augusta] 


MAINE. ARTS COMMISSION. Minutes. [Augusta 
1986-89. 


an labo labo! arket area, 
England Stat United States. 
A ngland._ 


MAINE. BUREAU OF LAND QUALITY CONTROL. 


COMMISSION FOR WOMEN. Inform. 


A 


RICUL 
RURAL RESOURCES. The Maine leaf. A 


MAINE. DEPT. OF AG TURE, FOOD, AND 
1989. 


MAINE. DEPT. OF AGRICULTURE, FOOD, AND 
RURAL RESOURCES. Maine-ly agriculture. 


MAINE. DEPT. OF CONSERVATION. A report on 
— forests, parks & lands. [Augusta] semi- 


1988/89. 


MAINE. DEPT. OF EDUCATIONAL AND 
CULTURAL SERVICES. Food for thought. 


1988, 


MAINE. DEPT. OF EDUCATIONAL AND 
CULTURAL SERVICES. Maine education: a link to 
[Augusta] monthly. 


MAINE. [DEPT. OF EDUCATIONAL AND 
CULTURAL SERVICES. Minutes of] 
Advisory Committee. [Augusta] 


MAINE. DEPT. OF EDUCATIONAL AND 
CULTURAL SERVICES. 
Communiqué: newsletter oreign language 
teachers in Maine. [Augusta] 

Vol. 4; 1988. 


MAINE. DEPT. OF EDUCATIONAL AND 
VICES. 


I nter aine’s micro 
messenger. | Augusta] quarterly. 
Vol. 7: 1988. 


uarter. erly. 
Vol. 3; 1988. 


MAINE. DEPT. OF MARINE RESOURCES. 
memorandum. Augusta. 


MAINE. DEPT. OF MENTAL HEALTH AND 
MENTAL RETARDATION. Méaineline quality. 


902 

: 
E MAINE 
; MAINE. DEPT. OF EDUCATIONAL AND 
CULTURAL SERVICES. Division o Ampensator 
Education. Chapte Office. Mainely napter 1. 
month tn Driel. 5 H 
1989. | 
MAINE. BUREAU OF EMPLOYMENT SECURITY. 4 
100 Di A Lilt Research 
| 
: es 
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Issued in cooperation with 
Civil Engineering Dept. 


MAINE. DIVISION OF ALCOHOL AND DRUG 


Vol. 2: 


MAINE. DIVISION OF DISEASE CONTROL. Epi- 


MAINE. -—-—w OF] HEALTH ENG 


rinkin, Maine _ safewater. 
=) a 
ols. 2 -3; 1 


MAINE. DIVISION [OF] MOTOR VEHICLES. Title 
Dealer quarterly 


1 


MAINE. DIVISION [OF] MOTOR 


VEHICLES. 
Lienholders’ quarterly. 
a 
1 


MAINE, FOREST SERVICE. Loggers’ news. 
Greenville. 
1988/89. 


Lc Primary processor newsletter. 
ugusta 
Val ; 1989. 


Weekly legislative calendar. Augusta. 
eekly legisla endar. 
15; 1989. 


eekly legislative report. 
Vol 1% 1989. 


Pyne OFFICE OF DENTAL HEALTH. Dentaline. 
pusta 

ols. 1987/88-1988/89. 

MAINE. OFFICE OF DENTAL HEALTH. Maine 


water fluoridation news. [Augusta] 2 no. a 4 
Vol. 7; 1988. I ts 


MAINE. © OFFICE OF DENTAL HEALTH. Tooth 
[Augusta] 


MAINE. {OFFICE MENT. Eh HEALTH PLANNING AND 
Certificate of need review monthly project 
Augusta. 


summ 
1988. 


MAINE. OFFICE OF THE ASSOCIATE 
COMMISSIONER FOR SECONDARY VOCATIONAL 
AND ADULT EDUCATION. Bureau news and views. 
irregular. 


Pownal, Pineland 


MAINE. PINELAND I 
Center’s observer. [Pownal] bimo 
1988/89. 


MAINE. ESTATE Maine real 
estate news. uarter’ 
Vol. 16 [i.e. 


MAINE. RECYCLING ADVISORY COUNCIL. 


MAINE. STATE BOARD OF EDUCATION. [Monthly 
Augusta. 


MAINE. STATE AUTHORITY. Maine 
news. [Augusta] bim: 7 


*MAINE. STATE_ LIBRARY, 


men ffi Government publications 
ngustal quarterly. 


1988. 
82-644754 


MAINE. STATE LOTTERY COMMISSION. The 
— sae lottery finance report. Augusta. 


1988. 


MAINE. STATE PLANNING OFFICE. Review 


MAINE. STATE RETIREMENT SYSTEM. 
en System newsletter. [Augusta] 


MAINE. TURNPIKE AUTHORITY. Maine Turnp’ 
York to Augusta; financial report. fAughate} 


903 
DEPT. OF TRANSPORTATION, Technic . 
University of Maine, 
the Federal Highway 
Administration. 
> 
STATE MUSEUM, Augusta. Broadside. 
° MAINE. LEGISLATURE. [House of Representatives] 
| 
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MAINE. UNIVERSITY OF MAINE AT ORONO. MARYLAND. DEPT. OF NATURAL RESOURCES. 


Mammoth Office of Public Affairs. PV. Annapolis. 
treat ono. quarter a 
Vol. 5 [i.e. 6] 1 


report Bal Baltimore “quarter. 


MARYLAND. DIVISION OF LABOR MARKET 
MARYLAND. AIR MANAGEMENT ANALYSIS AND INFORMATION. Labor market 
; ADMINISTRATION. Air Management Administration dimensions: a monthly report on the dynamics of 
data report; of air pollution the labor market in Maryland. Baltimore. 


i MARYLAND. FOREST, PARK, AND WILDLIFE 
MARYLAND. ATTORNEY GENERALJ’S] OFFICE. SERVICE. Maryland ‘forest products marketing 


MARYLAND. BUREAU OF _ TRAFFIC MARYLAND. GENERAL ASSEMBLY. Notice of 
ENG q Ne gee traffic volume and ere public committee meetings. Annapolis. 
ee ch: and day at the 43 987-88. 


ange. and the toll facilities. 


MARYLAND. INCOME MAINTENANCE 
ADMINISTRATION. Prog 


MARYLAND. COMMISSION 


] 


MARYLAND. COMMISSION ON PHYSICAL MARYLAND. INSURANCE DIVISION. Maryland 
To your health. Baltimore. quarterly. — 
ol. 4; ; 
—' with Blue Cross and Blue 
Shield of Marjan nc 


MARYLAND. [MARYLAND AUTOMATED 

ACCIDENT REPORTING SYSTEM] Accident 

MARYLAND. DEPT. OF AGRICULTURE. TURE. Forest experience, 25 highest intersections, statewide. 
Prat Management z Maryland Baltimore] 


MARYLAND. AUTOMATED 
MARYLAND. DEPT. OF FISCAL SERVICES. Update ACCIDENT SYSTEM] National Safety 
on and loan issue. Annapolis. report: iBaltimore] 


MARYLAND. DEPT. OF LEGISLATIVE MARYLAND. [MARYLAND STATE POLICE] State 
REFERENCE. te. Annapolis. of Maryland motor vehicle traffic accidents, 


Vol. 88; 1988. —— summary, statewide. [Pikesville] 


*MARYLAND. DEPT. OF _ LEGISLATIVE 

REFERENCE. i MARYLAND. MARYLAND STATE POLICE. Uniform 
Marylan ocuments. [Annapolis rime R Maryland uniform crime 
mon 


reporting. [Pikesville 
Vols. 88-89; 1988-89. 1988. 
88-640417 


YLAND. DEPT. OF NATURAL RESOURCES. MARYLAND. MASS TRANSIT ADMINISTRATION. 
DNR NR update, [Annapolis = ‘our way, MTA. [Baltimore] quarterly. 


ata Systems 
MARYLAND 
4 
altimore 
1988. 
Maryland women. [Baltimore] — timore]} monthly. 
: Vol. 88; 1988. 988. 
| 
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MARYLAND. MASS TRANSIT ADMINISTRATION 
“ central light rail line newsletter. [Baltimore] 


monthly. 
Vol. 8; 1988. 


TION. 
Transit [Baltimore] 


MARYLAND. OFFICE OF LABOR MARKET 

ANALYSIS AND INFORMATION. Employment and 
covered by the Unem insurance 
w of Baltimore. quarterly. 


MARYLAND. OFFICE OF THE GOVERNOR. 
quarterly. 
1; 


MARYLAND. RETAIL SALES TAX DIVISION. 
Comparative statement of sales and use tax 
recei Baltimore. 


STATE AVIATION ADMINISTRATIO 
ffi BWI 
e. 


MARYLAND. STATE BOARD OF COMMUNITY 
COLLEGES. Annapolis) monthly (during 
academic 

Vol. 17 [i.e. 18] 1988. 


MARYLAND. STATE BOARD OF EDUCATION. 
— Baltimore. 


MARYLAND. STATE HIGHWAY ADMINISTRATION. 


Va bypass study. [Baltimore] 


ae in cooperation with Virginian De of 
Transportation. 


MARYLAND. STATE PLANNING COUNCIL ON 


DEVELOPMENTAL DISABILITIES. Accent on DD. 
Baltimore. 


Vol. 9; 1! 


MARYLAND. STATE RETIREMENT AGENCY. 
Media. [Baltimore rel 
Vol. 11; 1987/ 


MARYLAND. STATE SOIL CONSERVATION 
The SSCC reporter. [Annapolis] 
0 


TOWSON STATE UNIVERSITY. 
in 

mmuniqué. Towson. 

Vol. 4; 1986. 


MARYLAND. UNIVERSITY OF BALTIMORE. 


(xcept Dee an Business review. [Baltimore 
monthly ec. and Aug.) 


YLAND. UNIVERSITY OF MARYLAND. 
niversi 11 ffi i 


tunities. |College Park] 5 no. a year. 
ol. 1; 1987/88. 


Ma ire bi 


Park] monthly. 
Vol. 19 [i.e. 17] 1 


MARYLAND. UNIVERSITY OF 
BALTIMORE in Baltimore. [Baltimore] 
Vols. 2-3; 1 


MASSACHUSETTS 


MASSACHUSETTS. ARTS LOTTERY COUNCIL. 
[Boston] 


MASSACHUSETTS. BOARD OF LIBRARY 
Minutes. Boston. 


MASSACHUSETTS. BOARD OF REGENTS OF 
HIGHER EDUCATION. Chancellor’s report to the 
a a Regents of Higher Education. Boston. 


E. Bridgewater [Bridgewater] 
1987/88-1988 


COASTAL ZONE 


MASSACHUSETTS. A 
MANAGEMENT [OFFICE] Coastlines. Boston. 


uarter 
artery. 


905 
MARYLAND. MASS 
MARYLAND. _ UNIVERSITY MARYLAND [AT 
Health lences ibrar 
L southeastern/Atlantic Regional Medical Library 
services. SEA currents. | Baltimore] bimonthly. 
Vol. 6; 1988. 
MARYLAND. UNIVERSITY OF MARYLAND AT 
BALTIMORE. | 
The biweekly. 
Vol. 6; 
| 
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MASSACHUSETTS. COMMISSION FOR THE BLIND. 
CAPS consumer report. Boston, Commission for 
Client Assistance Program. 


MASSACHUSETTS. COMMITTEE FOR PUBLIC 
CPCS newsletter. [Boston] 


MASSACHUSETTS. CORPORATIONS DIVISION. 
report. Boston. 


OF CORRECTION. 
report on the status of prison 
{Boston} 


MASSACHUSETTS. DEPT. OF FOOD AND 
AGRICULTURE. The fresh connection. [Boston] 


MASSACHUSETTS. DEPT. OF FOOD AND 
AGRICULTURE. Massachusetts farmviews. [Boston] 


MASSACHUSETTS. DEPT. OF MENTAL HEALTH. 


i Connections. 
on} monthly. 
Vol. 1; 1988. 


MASSACHUSETTS. DEPT. OF PUBLIC HEALTH. 


MASSACHUSETTS. DEPT. OF PUBLIC HEALTH. 
Centeal library. Online library catalog. [Boston] 
OF PUBLIC WORKS. 


A =~, f Public Works, Central 
ccess. on ic Wor 
“Vol 1; 1986/81 


MASSACHUSETTS. DEPT. OF REVENUE. Taxpayer 


MASSACHUSETTS. DEPT. OF 
assachusetts economic indicators. 


IF REVENUE. Division 
ot Series ty, rr Boston monthly. 
88-1988 
MASSACHUSETTS. DIVISION OF BANKS [AND 
= AGENCIES] Activity report. [Boston] 


Issued in cooperation with Board of Bank 
Incorporation. 


MASSACHUSETTS. DIVISION OF CAPITAL 
PLANNING AND OPERATIONS. State of the State 
— Project. Boston. 


MASSACHUSETTS. DIVISION OF MARINE 
FIS . News. [Boston] bimonthly. 


MASSACHUSETTS. EXECUTIVE OFFICE FOR 
ADMINISTRATION AND FINANCE. Administrative 
[Boston] 


MASSACHUSETTS. EXECUTIVE OFFICE OF 
COMMUNITIES AND DEVELOPMENT. 
housing report. [Boston] 


MASSACHUSETTS. HEALTH AND EDUCATIONAL 
FACILITIES AUTHORITY. HEFA monitor. Boston. 


MASSACHUSETTS. MASSACHUSETTS _ BAY 
TRANSPORTATION AUTHORITY. T rider. [Boston] 


bimonthly. 
Vol. 3; 1986/87. 


MASSACHUSETTS. MASSACHUSETTS BAY 
TRANSPORTATION AUTHORITY. Railroad 


ration ir T commuter news. 
on quarterly. 
Vol. 3; 1986/87. 


MASSACHUSETTS. MASSACHUSETTS. PORT 
New England portfolio. [Boston] 


MASSACHUSETTS. [MASSACHUSETTS PORT 
AUTHORITY] Public Affairs [Dept] Plane talk. 


[Boston 

Free. 
MASSACHUSETTS. METROPOLITAN DISTRICT 
i i 

etros on 


Free. 


: 

a; 

| 
q 
monthly. 
oe MASSACHUSETTS. DEPT. OF REVENUE. Child 
Eniorceme: DIVISIO CSE connection. 

mbric 

Vol. 1; 1988 
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MASSACHUSETTS. OFFICE OF MANA 
INFORMATION SYSTEMS. MIS. 


bimonthly. 
Vol. 1; 1988/89. 


GEMENT 
[Boston] 


MASSACHUSETTS. OFFICE OF THE SECRETARY 
~ 588/89" The State bookstore catalog. [Boston] 


MASSACHUSETTS. OFFICE OF TRAVEL AND 
TOURISM. The Massachusetts spirit messenger. 
on. 
1988. 


olle; magazine. 
1987-88. 


MASSACHUSETTS. STATE AUDITOR’S OFFICE. A 
semi-annual report of audit results & activities. 


on 
Vol. 1; 1987. 


CHUSETTS. STATE LIBRARY. 
Commonwealth of Massachusetts publications 
received by the Massachusetts State Library. 

on. 
1988. 
79-10182 


MASSACHUSETTS. [STATE] LOTTERY 
. Lottery lines. [Braintree] 
ol. 


UNIVERSITY OF 


MASSACHUSETTS. 
MASSACHUSETTS, Contact. [Amherst] 


4 no.a A 
Vol. 1988/89. 
MASSACHUSETTS. 


MASSACHUSETTS, 
2 no. a year. 


$15.00 a ear, individuals; $18.00 a year, 
institutions; $9.00 a copy. 


UNIVERSITY OF 


MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS, i 
Nineteenth century theatre 


year. 

Vol. 16; 1988. 

$12.00 a year, individuals, U.S. and Canada; 
$14.00 a year, individ foreign; $20.00 a year, 
institutions, and da; $22.00 a year, 
institutions, foreign. 


Amherst no. a 


MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS mher Insti 
1G outreach. |Amherst 


MASSACHUSETTS. UNIVERSITY OF 
AT BOSTON. i 
nsti 
ton 
Vol. 2; 1987/: 


Trotter Institute review. 


MICHIGAN 


MICHIGAN. BUREAU OF ELECTIONS. Campaign 
Elections Divisi 


Seance reporter, on information 
Vol. 13; 1989. 


MICHIGAN. BUREAU OF STATE LOTTERY. 


enone CENTER FOR HEALTH PROMOTION. 


GAN. CHARITABLE GAMING DIVISION. 
Charitable highlights. [Lansing] 


IGAN. COMMISSION ON INDIAN AFFAIRS. 
Michigan Ind Indian quarterly. Lansing. 


MICHIGAN. COMMISSION ON SPANISH SPEAKING 
El informe. [Lansing] 


MICHIGAN. DEPT. OF CIVIL SERVICE. 
mmunicati Civil service news, 


see ied employees. [Lansing] 


MICHIGAN. DEPT. OF COMMERCE. Outlook. 
monthly. 


MICHIGAN. DEPT. OF LABOR. 
[Lansing] mon’ 
Free. 
78-640598 


MICHIGAN. DEPT. OF MANAGEMENT AND 
BUDGET. 
OHMaA news. 

Vol. 1; 1988. 


MICHIGAN, DEPT. OF MENTAL HEALTH. B 
f linical and Medical B 
nagemeni mmi ehavior 
quarter 
Vol. 5; 
87-640128 


| 
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MICHIGAN. DEPT. OF NATURAL RESOURCES. 
Michigan natural resources magazine. [Lansing] 6 
38: 1989, 
DEPT. OF PUBLIC HEALTH. Aids 


pe DEPT. OF PUBLIC HEALTH. The 
Vol. 51; 1989. 


MICHIGAN. DEPT. OF STATE. Michigan history. 


MICHIGAN. OF MINORITY/W' 
BUSINESS AFFAIRS. Division of Minority/Woman 
Business Affairs certification registry. Lansing. 
quarterly. 

1988, 


a or in . 
extra for mailing outside N North America. 


Budget status report; revenue, an 


F198 -end balance estimates 1988-89 and 
989-90. [Lansing] 


87-640119 


Michigan indicators; summary 
i variables for ‘the State of 


OF MICHIGAN. Library of 
er. [Lansing] 
Vol. 6; me 


MICHIGAN. MICHIGAN STATE Alcan 


18. individuals and institutions. Rates 
for. Africa: 4.00 a year, individuals and 
institutions. 


MECHEGAN, STATE 


MICHIGAN. ome OF REVENUE AND TAX 
ANALYSIS. 
and census 

1. 6; 1989. 


MICHIGAN. OFFICE OF SERVICES TO THE 
AGING. A.LM. 

Vol. 15; 1989. 

Free. 


MICHIGAN. OFFICE OF THE STATE EMPLOYER. 
ee labor relations letter. Lansing. 


MICHIGAN. PARTNERSHIPS FOR EDUCATION 
TASK FORCE. Partnership press: a partnerships 
for education newsletter. TLessing, Dept. of 
— bi-monthly. 


MICHIGAN. PUBLIC SERVICE COMMISSION. 
Information bulletin; official notice of 4 
carrier hearings and other matters. Lansing. bi 


weed: 34; 1989. 


MICHIGAN. STATE BOARD OF EDUCATION. 
— education report. Lansing. monthly. 


MICHIGAN. UNIVERSITY OF MICHIGAN, 
Law quadrangle notes. 


uarter: 
Vol. L 33; 1988/89. 


ee. UNIVERSITY OF MICHIGAN, Ann 
Malacological review. 
nn 


Vol. 1 
00 a US.; a_year 
institutions, individuals, 
US; $17.00 a year individ uais,elsewhe * 


/ 

908 
i 
t ing} quarterly. 

| 
8¢79-5539 i 
Bs MICHIGAN. DEPT. OF TREASURY. Monthly 
J. research and statistical bulletin. Lansing. 

re Vol. 51; 1988. 
| 

a ournal of narrative technique. [Ypsilanti no. a 

ss in ration or | 
4 Study of Narrative Literature. 

fe MICHIGAN. UNIVERSITY OF MICHIGAN, Ann 
bor. Bureau of Accreditation nd Schoo! 
4 mprovemen to schools Anr 
Arbor} bimonthly during schoo 
MICHIGAN. 3ISLATURE Fi Vol. 41; 1988. ‘ 

DO Dept. © osteraduat edicine nd saith / 
Professions Education. Michigan postgraduate 
2 review. Ann Arbor. quarterly. an 
ISLATURE Fiscal Vol. 6; 1989. 
econo 
1989. 
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UNIVERSITY OF MICHIGAN, 
Music at Michigan. 
no. a 
Vol. 1988/89. 


MICHIGAN. WAYNE STATE UNIVERSITY. Detroit. 
ien Elephant, 
ublication the 


etroit] 
Vol. 


ephant Interest 


83-641719 


MINNESOTA 


Minnesota documents which are on_ microfiche 
may be purchased from the Documents Center, fae 
University Avenue, St. Paul, Minnesota 55155 
Prepayment is required; deposit accounts received. 


MINNESOTA. AGRICULTURAL EXPERIMENT 
poacern St. Paul, Minnesota science. [St. Paul] 


1988/89. 
54-35963 


MINNESOTA. BOARD ON AGING. Minnesota senior 
ae [Micro ed. St. Paul] 
Vol. 15; 1986. 


MINNESOTA. COMMISSION ON THE 
— OF WOMEN. Newsletter. [Micro. ed. St. 
a 
1 


MINNESOTA. DEPT. OF CORRECTIONS. 
ed. St. Paul] 
Vol. 12; 1986. 


MINNESOTA. DEPT. OF HEALTH. Disease control 
ed. St. Paul] 


DEPT. OF JOBS AND TRAINING. 
Current Minnesota 
. St. Paul] 


r Statistics an mployment an r 
Administration. 


r market conditions. 
1985/86. 


MINNESOTA. DEPT. OF JOBS AND TRAINING. 
Minnesota labor 
market review. |St. Pa 
1989. 


MINNESOTA. DEPT. OF NATURAL RESOURCES. 
The Minnesota volunteer. [Micro. ed. St. Paul] 6 


no. a year. 
Vol 49: 1986. 


MINNESOTA. DEPT. OF REVENUE. sai and Use 
Sales tax newsletter. icro. i 
aul. quarterly. 
1986/87 


MINNESOTA. DEPT. OF TRANSPORTATION. DOT 
ed. St. Paul] 
‘ 


MINNESOTA. DEPT. OF 
=e [Micro. ed. St. Paul] 


MINNESOTA. GEOLOGICAL SURVEY. Minnesota 
geological survey newsletter. St. Paul. 
Vol. 3; 1987. 


HIGHER EDUCATION 


MINNESOTA. 
COORDINATING BOARD. MHECB report. [Micro. 


ed. St. Paul] 
1986. 


MINNESOTA. HISTORICAL SOCIETY. Minnesota 


MINNESOTA. MINNESOTA EXTENSION SERVICE. 
Minnesota State florists bulletin. [St. Paul] 
Vol. 38; 1989. 
MINNESOTA. OFFICE OF LIBRARY 
DEVELOPMENT AND SERVI Minnesota 
libraries. [St. Paul] quarterly. 

1987. 

10-33240 

MINNESOTA. [STATE] ETHICAL PRACTICES 
gm | -'y . Campaign finance newsletter. [Micro. ed. 
t. Pa 

Title from header. 

1986. 


MINNESOTA. TE PLANNING AGENCY. Future 
cd St Paul] 


MINNESOTA. STATE REGISTER AND PUBLIC 
DIVISION. State register. [Micro. ed 
St. Paul] weekl 


e A 
Vols. 10-11; 1985/86-1986/87 
640481 


MINNESOTA. STATE PLANNING AGENCY. Trend 
[Micro. St Paul] 


MINNESOTA. UNIVERSITY OF MINNESOTA, 
Inn 

ro refugee studies 
newsletter. |Minnea) juarterly. 


ol. 7; 


Monthly Checklist of State Publications Vol. 80, no. 6 


MISSISSIPPI. AGRICULTURAL AND 
EXPERIMENT STATION, 
[Mississippi ‘State mont y. 

to 


MISSISSIPPI. BUREAU OF GEOLOGY. Mississippi 
Jackson. quarterly. 


9; 1988/89. 
81-640404 


MISSISSIPPI. DEPT. OF ARCHIVES AND 
HISTORY. Mississippi archaeology. [Jackson] 
semiannual. 


Issued in cooperation with the Mississippi 
Vol. 23; 1988/89. 


— COMMISSION. Forestry 


"Vol 1988. 


MISSISSIPPI LABOR MARKET INFORMATION 


EPT. Mississi cove! employm wages. 


73-641546 


LIBRARY COMMISSION. Mississippi 


MISSISSIPPI. MUSEUM OF NATURAL SCIENCE, 
RW Museum of Natural Science 
Vol. 4; 


MISSISSIPPI. OFFICE OF EPIDEMIOLOGY. 
1988/80. 


Issued in cooperation with the Office of Public 
Relations, State Dept. of Health. 


MISSISSIPPI. STATE EMPLOYMENT SERVICE. 
Labor market trends; Biloxi-Gulfport, Mississippi. 


STATE. EMPLOYMENT SERVICE. 
market trends; Brookhaven, Mississippi. 


STATE EMPLOYMENT SERVICE. 
market trends; Carthage, Mississippi. 


MISSISSIPPI. STATE EMPLOYMENT SERVICE. 
Labor market trends; Clarksdale, Mississippi. 
[Clarksdale] 


MISSISSIPPI. STATE EMPLOYMENT SERVICE. 
Labor market trends; Cleveland, Mississippi. 


MISSISSIPPI STATE EMPLOYMENT SERVICE. 
Labor trends; Columbia, Mississippi. 


[Columbia 
1989. 


MISSISSIPPI STATE EMPLOYMENT SERVICE. 
Labor market trends; Columbus, Mississippi. 
[Columbus] 


MISSISSIPPI STATE EMPLOYMENT SERVICE. 
Labor market trends; Corinth, Mississippi. 


1989. 


MISSISSIPPL STATE EMPLOYMENT SERVICE. 
——— trends; Forest, Mississippi. [Forest] 


MISSISSIPPI. STATE EMPLOYMENT SERVICE. 
Labor market trends; Greenville, Mississippi. 


MISSISSIPPI. STATE. EMPLOYMENT SERVICE. 
Labor market trends; Greenwood, Mississippi. 
[Greenwood] 


MISSISSIPPI. STATE EMPLOYMENT SERVICE. 
Labor market trends; Grenada, Mississippi. 


910 
Labor 
[Brookhaven 
1989. 
1989. 
« 
ississippi messages. |Jackson] monthly. 
i: .-Ma 
on Labor market trends; Amory/Aberdeen, Mississippi. 
[Amory] 
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market 
atti 
1989. = 


STATE 
Labor market trends; 
Hernan 


1989. 


MISS) TE 
Labor market trends; 


ndianola 


STATE 


Labor market 
Jackson 


1989, 


Indianola, 


trends; 


SERVICE. 


‘ATE EMPLOYMENT 
trends; Hattiesburg, Mississippi. 


SERVICE. 


Hernando, Mississippi. 


SERVICE. 
Mississippi. 


SERVICE. 


Jackson, Mississippi. 


STATE EMPLOYMENT SERVICE. 


Labor market 


trends; 
osciusko 
1989. 


MISSISSIPPI. STATE 
Labor market trends; 
[Louisville] 


TE 
trends; 


MISS 
Labor 
[McComb] 


MISSISSIPPI. STATE 
Labor market 


trends; 
eri 
1989. 


MISS 

Labor 

[Natchez] 
1989. 


market 


MISSISSIPPI. STATE 


— trends; Oxford, Mississippi. [Oxford] 


STATE 


Labor market 


TE 
trends; 


Kosciusko, Mississippi. 


SERVICE. 


Louisville, Mississippi. 


SERVICE. 


McComb, Mississippi. 


EMPLOYMENT SERVICE. 


Meridian, Mississippi. 


Natchez, Mississippi. 


VICE. 


SERVICE. 


EMPLOYMENT 3 
trends; Pascagoula, Mississippi. 


SERVICE. 


‘ATE. EMPLOYMENT 
trends; Philadelphia, Mississippi. 


SERVICE. 


TE 
Labor market trends; Mississippi. 


Picayune, 


MISSISSIPPI. STATE EMPLOYMENT SERVICE. 
rm trends; Tupelo, Mississippi. [Tupelo] 


STATE EMPLOYMENT SERVICE. 
Labor market trends; Vicksburg, Mississippi. 


198. 


STATE. EMPLOYMENT SERVICE. 


Labor ae trends; West Point, Mississippi. 


[West Point 


MISSOURL ARTS COUNCIL. Artlogue. [St. Louis] 


MISSOURI. COMMITTEE ON _ LEGISLATIVE 
RESEARCH. Index, House and Senate bills and 
[Jefferson City] 

Issued in cooperation with the House of 
Representatives Computer Service. 


MISSOURI. CONSERVATION COMMISSION. Notes 
Jefferson City] 


MISSOURI. COORDINATING BOARD FOR HIGHER 
EDUCATION. Information file. [Jefferson City] 


MISSOURI. COORDINATING BOARD FOR HIGHER 
EDUCATION. Missouri CBHE news briefs. 


Jefferson Ci 
Vol. 8; 


MISSOURI. DEPT. OF AGRICULTURE. Market 
Weekly market summary. Jefferson 


[9] 1989. 


911 
| 
YYMENT 
| 
MISSISSIPP!]. EMPLOYMENT 
MISSISSIPPI. rummon 1 uvenile miscellany. 
Vol. 19; 
'YMENT 
SERVICE. 
| 
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MISSOURI. DEPT. OF CONSERVATION. 
Conservation connection. [Jefferson City] 

Vol. 2; 1988/89. 


mi Missouri 
conservationist. [Jefferson mon 
Vol. 50; 1989. 


adult Missouri residents; $5.00 a year to 
51-15182 
MISSOURL DEPT. OF ELEMENTARY AND 
SECONDARY EDUCATION. The career ladder 
news. [Jefferson City] 3 no. during the school 
3; 1988. 


ELEMENTARY AND 


MISSOURL DEPT. OF 
SECONDARY EDUCATION. Leadership Academy. 
letter. [Jefferson City 


ELEMENTARY AND 


MISSOURL DEPT. OF 
SECONDARY EDUCATION. Yorabional Special 
etin. elferson 


ols. j0-11; 1987-88. 


Issued cooperation with the Division of 
Vocational and Ad it Education. 


MISSOURL DEPT. OF MENTAL HEALTH. Mental 
health reporter. [Jefferson City] 
Vol. 4; 1988. 


MISSOURI. DEPT. OF MENTAL HEALTH. 
—— [Jefferson City] monthly. 


MISSOURL DEPT. OF NATURAL RESOURCES. 
Museum news. [Jefferson City] 


MISSOURI. DEPT. OF PUBLIC SAFETY. Bulletin. 
City] monthly. 


MISSOURL DEPT. REVENUE. Report of 
monthly. 


MISSOURI. DEPT. OF SOCIAL SERVICES. [office 
i The DSS journal. [Jeife 
ol. 2; 1988. 


MISSOURL DIVISION OF ENERGY. Energy notes. 
Deverson 


DIVISION OF ENVIRONMENTAL 


MISSOURI, DIVISION OF FINANCE. Bulletin. 
City] weekly. 


MISSOURL. DIVISION OF GEOLOGY AND LAND 
SURVEY. Outlook on Missouri geology and water 
resources 


MISSOURI. DIVISION OF HIGHWAY SAFETY. 
Highway safety examiner. [Jefferson City] 


monthly. 
Vol. 7; 1989. 


MISSOURI. DIVISION OF TOURISM. Wake up to 
Missouri. — City] 
Vol. 18; 1989. 


FORESTRY DIVISION. ‘Utilization, and 
The wood products etin. 
Vol. 5; 198 


MISSOURI. GENERAL ASSEMBLY. 
ouse ani 


Current bill status of 
nate efferson City] 


1989, 


MISSOURI. HiGHWAY AND TRANSPORTATION 
COMMISSION. Missouri hi and 
a news. [Jefferson City] mon 


MISSOURI. LOTTERY COMMUNICATIONS 
DIVISION. Missouri lottery news. [Jefferson City] 
quarter 

Vol 
Free. 


MISSOURI. LOTTERY COMMUNICATIONS 
DIVISION. Retailer connection; Missouri lottery. 
City] monthly. 


MISSOURI. NON-TEACHER SCHOOL EMPLOYEE 
SYSTEM OF MISSOURI. Update. 
efferson Ci no. a 
Vol. 7; 1988 


MISSOURI. aa OF ADMINISTRATION. 
State of Missouri financial 
summary. [Je ity 
1989. 
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1989. 
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MISSOURI. OFFICE OF STATE COURTS 
ADMINISTRATOR. Directory to the Missouri 
— Department. [Jefferson City] semi-annual. 


80-648952 


MISSOURI. PUBLIC SCHOOL RETIREMENT 
= Facts. [Jefferson City] 3 no. a yr. 


ST. JOSEPH STATE HOSPITAL. 
Show-me-too. St. 


Issued in cooperation with the Woodson 
Children’s Psychiatric Hospital. 


MISSOURI. SECURITIES DIVISION. Monthly 
— bulletin. Jefferson City. 


MISSOURI. STATE EMERGENCY MANAGEMENT 
0 


MISSOURI. STATE HIGHWAY PATROL. Patrol 
news. [Jefferson City] 
Vol. 23; 1988. 


MISSOURI. STATE HISTORICAL SOCIETY 
Missouri historical review. 
quarter 
Vol. 83; 1988/89. 
8-5432 


MISSOURI. STATE LIBRARY, Jefferson City. Info 
to go.) efferson City] monthly. 


*MISSOURI. STATE LIBRARY, 
Missouri State government publications. efferson 


monthly. 
ol. 18; 1 _— 


MISSOURI. STATE LIBRARY, defferson City, 
Update, a current awareness _ bibliography 
library-related materials for loan from’ the 


Missouri State Library. [Jefferson City] semi- 


MISSOURI. STATE TREASURER. Missouri money 
talks. Jefferson City] 
Vol. 4; 1988. 


MONTANA 


MONTANA. AGRICULTURAL EXPERIMENT 
STATION, Montana _ agresearch. 


uarter! 
Pee. 


MONTANA. BOARD OF OIL AND GAS 
CONSERVATION. Notice of public hearing; docket. 


MONTANA. BOARD OF OIL AND GAS 
Order. [Helena] 


MONTANA. DEPT. OF WILD: AND 


FISH, LIFE, 
PARKS. Montana outdoors. [Helena] bimonthly. 
Vol. 20; 1989. 


$7.00 a’ $2.00 a co 


MONTANA. DEPT. OF INDUSTRY. 
R rch n n Montana 
employment and wages elena] 


Issued in cooperation with the U.S. Bureau of 
Labor Statistics. 


MONTANA. DEPT. OF LABOR AND INDUSTRY. 


Research —and. Analysis Bureau, Montana labor 
market information statistics in brief. Helena. 
1988-89. 


MONTANA. DIVISION OF FORESTRY. Montana 
forest products bulletin. Missoula. 
Vol. 14; 1989 


MONTANA. HEALTH SERVICES _ DIVISION. 
Montana morbidity report. [Helena] monthly. 
Vol. 13; 1989. 
sn83-2028 


MONTANA. MILK CONTROL BUREAU. 
of Class I prices. [Helena] 


MONTANA. MILK CONTROL BUREAU. 
Aen of Class II and III prices. [Helena] 


MONTANA. MILK CONTROL BUREAU. Recap of 
milk receipts and utilization in Montana. Helena. 


MONTANA. MONTANA SCIENCE AND 
TECHNOLOGY ALLIANCE. Report. (Helena, Dept. 
of 

Vol. 3; 1 


MONTANA. OFFICE OF PUBLIC INSTRUCTION. 
Montana quarterly. 


MONTANA. SECRETARY OF STATE. Montana 
—_— register. [Helena] bimonthly. 
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MONTANA. STATE HISTORIC PRESERVATION NEBRASKA. DEPT. OF ROADS. ee report 
—— Montana Historic Preservation news. [tp in Nebraska State Highway Commission. 
2 elena. coln 


Vol. 3; 1988. 


MONTANA. STATE LIBRARY, Helena. Montana NEBRASKA. DEPT. OF VETERANS’ AFFAIRS. 
“er Library news. [Helena] bimonthly. Nebraska veterans’ affairs digest. Lincoln. 
18; 1989. Vol. 1 [i.e. 40] 1988. 


MONTANA. WATER QUALITY BUREAU. Big sky NEBRASKA. DEPT. OF WATER RESOURCES. 
ee. [Helena] 2 no. a year. ey [Lincoln] 


Issued in cooperation with the Montana Section 
of the American Water Works Association and the ot 
Montana Water Pollution Control Association. NEBRASKA. DEPT. ON AGING. The older } 

Nebraskan’s voice. [Lincoln] bimonthly. 
bso 19; 1989. 
ree. 


NEBRASKA. DISEASE CONTROL 
morbidity report. [Lincoln] 


NEBRASKA 


DIVISION. 


- NEBRASKA. ARTS COUNCIL. Flatwater arts nl in cooperation with U.S. Public Health 
quarterly. Service. 

7 Vol. 6; 1988/89. 

. NEBRASKA. DIVISION OF EMERGENCY MEDICAL 
4 NEBRASKA. BEATRICE STATE DEVELOPMENTAL SERVICES. EMS information digest. Lincoln. 
quarterly. uarter 

> CENTER. Sower. q ly. 

: 1987/88. Vol. 13; 1988. 

ES NEBRASKA. COMMISSION FOR THE HEARING MEBRASEA.. EDUCATIONAL 
IMPAIRED. ‘= [Lincoln] TELECOMMUNICA' COMMISSION] Schools 
Vol. 2; 1988 {Lincoln} 

4 NEBRASKA. COMMISSION ON THE STATUS OF 

i WOMEN. Womennews. [Lincoln] bimonthly. NEBRASKA. EDUCATIONAL TELEVISION 
1988-89. Choice. [Lincoln] monthly. 


OF AERONAUTICS. Pireps: 


reports Linen NEBRASKA. ENERGY OFFICE. uid fuels 
3; 1 into Nebraska. [Lincoln] 


NEBRASKA. Derr, « OF ECONOMIC 


DEVELOPMENT. ebraska development news. NEBRASKA. EQUAL OPPORTUNITY COMMISSION. 
Eq Opportunity Commission update. 
co! 
Vol. 11; 1988. bes 


NEBRASKA. DEPT. OF HEALTH. Well stated. 
[Lincoln] State Employee Wellness Program. NEBRASKA. LEGISLATIVE oe. 
quarterly. islatur nicameral fi 1 
Vol. 3; 1989. update. co 
Vol. 12; 1989. 
Nebraska labor market ema. LEGISLATURE. New horizons update. 
Administrative Services Division, Market aver 1988. 
84-650662 *NEBRASKA. [LIBRARY COMMISSION. i 
, ringh Nebraska State publications 
NEBRASKA. DEPT. OF ROADS. Financial report. . [Micro ed. Lincoln] 6 no. a year. 
Vol. 17; 1989. 


73-643060 
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NEBRASKA. MOTOR VEHICLE INDUSTRY 
LICENSING BOARD. Licensed Nebraska motor 
= dealers; supplement. [Lincoln] monthly. 


NEBRASKA. NEBRASKA CORN BOARD. C.O.R.N. 
as report for Nebraska. [Lincoln] quarterly. 


NEBRASKA. OFFICE OF THE 


1987/88. 


[STATE] COURT 
Nebraska judicial newsletter. 


16-646299 


NEBRASKA. OIL AND GAS CONSERVATION 
Nebraska activity summary. 
co 


NEBRASKA. STATE BOARD OF NURSING. Nursing 
news. [Lincoln] 
Vol. 5; 1988. 


IRASKA. STATE DEPT. OF EDUCATION. Food 
thoughts [Lincoln] 


and 
about the an as" care food 
Pr 2 : 


NEBRASKA. STATE DEPT. OF EDUCATION. 


ivisi n ili Inside 
ebras' 
1988. 


STATE DEFT. OF EDUCATION. 
Vol 1988. 


NEBRASKA. STATE HISTORICAL SOCIETY. 
historic preservation in Nebraska. 


(fei 10] 1988. 


NEBRASKA. STATE HISTORICAL SOCIETY. 
Historical newsletter. [Lincoln] monthly. 
Vol. 41; 1988/89. 


NEBRASKA. STATE HISTORICAL SOCIETY. 
trailblazer. [Lincoln] 

to Nebraska fourth grade 
children. 


NEBRASKA. THOMAS FITZGERALD VETERANS’ 
HOME, Oo Valiant spirit. Omaha. bimonthly. 


NEBRASKA. [TREASURY DEPT.] State of Nebraska 
treasurer's report. [Lincoln] monthly. I 


co 
Vol. 1; 1987. 


NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 


NEBRASKA. UNIVERSITY 


College _of Nebraska review. 
quarter 


Vol. 67; 1988. 
$24, 


00 a 
35-31915 


NEBRASKA. UNIVERSITY OF NEB! 
rati i i Insect news. 


CO 
1988. 
NEBRASKA. UNIVERSITY OF KA, Lincoln, 
i i Weed science news. 
CO 
1988. 
resource network. {Lincoln 
Vol. 7; 1988. 
NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
on 


coln] m: 
[n.d.} 


NEBRASKA. UNIVERSITY OF 


Independent st 
news. | 
1988/89. 


NEBRASKA. UNIVERSITY OF NEB 
nternation 
ncoln 


Internati 


915 
aring connection. [Linco 
Vol. 4; 1988. 
| 
NEB RA K incoli 
NEBRASKA. UNIVERSITY OF NEBRASK incoln 
le VISIO 
Library, GP newsletter. [Lincoln] 4 no. a year. 
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The 3 no. a year. 


Vol. 14; 1988. 
NEBRASKA. OF NEBRASKA, 
i Daily Nebraskan. [Lincoln] 
ol. 88; 1988. 
$45.00 a year. 


NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 


School of Journalisny. The journalist. [Lincoln] 


NEBRASKA. NEBRASKA, Lincoln. 


UNIVERSITY O 
Teachers College. TC 


NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
- T C topics in education. 


Vol. 5; 1988. 


NEBRASKA AT 
Vere 1988. guide. [Omaha] monthly. 


$5.00 a year. 


NEBRASKA. UNIVERSITY OF NEBRASKA AT 
MAHA. College of Fine Arts. State of the arts. 


Vol. 11; 1986. 


NEBRASKA. UNIVERSITY OF NEBRASKA 
MEDICAL CENTER, University of 
Center news. [Omaha] bi-weekly. 


NEBRASKA. UNIVERSITY OF NEBRASKA 
MEDICAL 


NEBRASKA. VETERAN’S HOME, 
= messenger. [Grand Island] m 


NEBRASKA. VETERANS HO Norfolk, Nebraska 
Home newsletter. 


NEBRASKA. WAYNE STATE COLLEGE. Willows. 


[Wa 


The courtyard courier. 
Scottsbluff 
Vol; 13; 1989. 


NEVADA 


By publications are distributed by 
the issuing them. They are not available 
from the “State Printing Office. 


NEVADA. COMMISSION ON TOURISM. Nevada 
a guide for travelers. [Carson City] 


NEVADA. DEPT. OF TAXATION. Cigarette excise 
tax report of revenue received from purchases of 
and meter impressions. [Carson City] 


NEVADA. DEPT, OF TAXATION. Monthly imports 
of pat wine, and liquor. [Carson City] 


NEVADA. DEPT. OF TAXATION. Report of 
revenue received from purchases of tobacco 
products other than cigarettes - less 2% collection 
[Carson City] 


NEVADA. DEPT. OF TRANSPORTATION. Public 
NDOT news. [Carson City] 


80-645399 


ol. 30; 1 


SECURITY DEPT. 


update. [Carson City] 


NEVADA. NUCLEAR WASTE PROJECT OFFICE. 
Nevada Nuclear Waste Project Office bulletin. 
City. 


916 
nthly. 
‘ 
a NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
| 
8% NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
ffi f r i Resear n 
ms rvices. Graduate studies an 
4 
f 
imonthly. | 
Vol. 3; 1989. 
$11.90 a year. 
| 
R e newsletter. [Omaha 
y. 
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NEVADA. STATE DATA_ CENTER. Nevada State 
Data Center report. Carson City] 
Vol. 4; 1988/89. 


NEVADA. [STATE] DAIRY COMMISSION. Eastern 
Nevada a area; minimum producer and 
retail prices, fluid milk and fluid cream; marketing 
Carson City] 


NEVADA. [STATE] DAIRY COMMISSION. Southern 
Nevada marketing area; minimum producer and 
retail prices, fluid milk and fluid cream; marketing 
Carson City] 


NEVADA. [STATE] DAIRY COMMISSION. Western 
Nevada marketing area; minimum producer - retail 
prices for fluid milk and fluid cream; marketing 
City] 


*NEVADA. STATE LIBRARY 


NEVADA. UNIVERSITY OF NEVADA, R: 
f Busin momic R evai 
review of business & economics. [Reno] quarterly. 


Vol. 12; 1987/88. 
71-643077 


NEVADA. UNIVERSITY OF NEVADA SYSTEM. 


Board of Regents. [Minutes of meeting. Reno] 


NEVADA CO 
Westwind. [Carson City] 


NEW HAMPSHIRE 


NEW HAMPSHIRE. AGRICULTURAL 
—" Durham, Research highlights. [Durham] 


NEW COURT] 
Legislative Senate endar; reports, amendments, 


hearings & meeti Concor 

81-649330 
NEW HAMPSHIRE. [GENERAL COUR’ 


Legislative pi Senate reports 
[Concord] 


NEW HAMPSHIRE. STATE LIBRARY, Concord. 
ol. 25; 


NEW JERSEY. BUREAU OF CORRECTIONAL 
INFORMATION AND CLASSIFICATION SERVICES. 
releases, and residents. [Trenton] 


NEW JERSEY. BUREAU OF CORRECTIONAL 
INFORMATION AND CLASSIFICATION SERVICES. 
report. [Trenton] 


NEW JERSEY. BUREAU OF TRANSPORTATION 
DATA DEVELOPMENT. Automatic traffic recorder 
reports. Prepared in cooperation with the Federal 
— Administration. [Trenton] 


NEW JERSEY. DEPT. OF ENVIRONMENTAL 
— DEP bulletin. [Trenton] 


NEW JERSEY. DEPT. OF ENVIRONMENTAL 
PROTECTION. Environmental news. [Trenton] 
bimonthly. 

Vol. 6; 1989. 


NEW JERSEY. DEPT. OF ENVIRONMENTAL 
PROTECTION. New Jersey outdoors. [Trenton] 
bimonthly. 
Vol. 1 
$2.50 a copy; a year. 
4-647921 


JERSEY. D ~ 


NEW JERSEY. DEPT. OF HUMAN SERVICES. The 
Human services a [Trenton] 10 no. a yr. 
Vol. 11; 1988/89. 


NEW JERSEY. DEPT. OF LABOR. Division of the 
Deaf. NJ Division of the eaf monthly 


communicator. [Trenton] 
Vol. 10; 1989. 


NEW JERSEY. DIVISION OF DAIRY INDUSTRY. 
-— in New Jersey. Trenton. 


917 
» 
icial publications list. Carson City. 
81-642645 
: Vol. 7; 1988. 
NEW 
PR 
hi tatisti ew 
ory update. | Trenton] quarterly. 
ad Vol. 3; 1989. 
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renton 
1989. 


for 


NEW JERSEY. DIVISION OF HAZARDOUS WASTE NEW JERSEY. DIVISION ON AGING. Division on 
MANAGEMENT. Hazardous waste quarterly. sae bene. Trenton. 


Hazardous Site Mitigation. NEW JERSEY. ECONOMIC DEVELOPMENT 
Update. [Trenton] quarterly. 


NEW JERSEY. DIVISION OF INVESTMENT. Report 


of securities transactions. [Trenton] monthly. NEW JERSEY. LIBRARY FOR THE BLIND AND 
1989. HANDICAPPED, _ Tren New Jersey Library for 
the 1 and Handica renton] quarterly. 
NEW JERSEY. [DIVISION OF] LABOR MARKET o | 
AND DEMOG iC RES CH. Employment 
deve ents in New Jersey. [Trenton] monthly. NEW JERSEY. NEW JERSEY COMMISSION ON 
SCIENCE AND TECHNOLOGY. New Jersey venture 


LABOR MARKET AND 


DEMOGRAPHIC RESEARCH. New Jersey covered NEW JERSEY. NEW JERSEY COMMISSION ON 
quarterly. SCIENCE AND TECHNOLOGY. Quarterly report. 
[Trenton] 
sn88-28363 1989. 


NEW JERSEY. DIVISION OF LABOR MARKET AND NEW JERSEY. OFFICE OF ADMINISTRATIVE 
DEMOGRAPHIC RESEARCH. New Jersey economic LAW. New Jersey register. [Trenton, OAL 
— [Trenton] monthly. Publications, Office of Administrative Law] 
Free. Vol. 21; 1989. 
80-643168/ $75.00 a year ($150.00 by First Class Mail). 
NEW OF PARKS AND NEW JERSEY. OFFICE OF 
FORESTRY. Friends of the parks newsletter. TELECOMMUNICATIONS AND INFORMATION 
SYSTEMS. Information Center, Client update. 
Vol. 6; 1989. 
ols. 1-3; 1987-89. 


DIVEEON OF FUBLIC WELFARE. 


NEW JERSEY. OFFICE OF THE ATTORNEY 


NEW JERSEY. DIVISION OF STATE POLICE. NEW JERSEY. PINELANDS COMMISSION. The 
Fugitive tracking system. [West Libson] 
renton Vol. 9; 1989. 


NEW JERSEY. DIVISION OF VOCATIONAL 
REHABILITATION SERVICES. Facilities facets. iscat: 
Vols. 19-20; 1985-86 1987-88. 


$10. 00 per volume of 4 issues. 
sn82- 


NEW JERSEY. DIVISION OF WATER RESOURCES. 
Water resource news. [Trenton] quarterly. NEW JERSEY. STATE COUNCIL ON THE ARTS. 
— =" 1989. no to the field. [Trenton] 11 no. a year 


918 ] 
+ WILDLIFE. New Jersey fish & wildlife digest. 
[Trenton] ildren chargeable to counties. 
Vol. 2; /89. 
‘ Vol. 2; 1988. 
Issued ___in with the Division _ of 
4 statistics. [Trenton] monthly. [Trenton] 
1988. 1988. 
- 
NEW _JERSEY. RUTGERS UNIVERSITY, 
iscataway 
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NEW JERSEY. STATE DEPT. OF EDUCATION. New 
J [Trenton] monthly. 


NEW JERSEY. STATE DEPT. OF EDUCATION. 


The EDition. 
renton} monthly. 
Vol. 7, 1988/89. 


NEW JERSEY. 
bimonthly. 


Issued in coegeretion with the Friends of the 
New Jersey State 


STATE MUSEUM, Trenton. News. 


NEW MEXICO 


NEW MEXICO. COMMISSION ON THE STATUS OF 
Newsletter. [Santa Fe] 


NEW MEXICO. DEPT. OF GAME AND FISH. 
New Mexico wildlife. [Santa 


NEW MEXICO. DEPT. OF HUMAN SERVICES. 
communicator. Santa Fe. 
ol. 5; 


NEW MEXICO. DEPT. OF HUMAN SERVICES. 
register. [Santa Fe] 


NEW MEXICO. EASTERN NEW MEXICO 
UNIVERSITY, 
ral an e arts review. 
semi-annual. 
ol. 5; 


$8.00 a year for individuals; free to libraries. 


NEW ee. GENERAL SERVICES DEPT. 
at stems ision. ISD news. Santa Fe. 


NEW = MUSEUM OF NEW Santa 
mn 
‘acio. e y. 
91- 
a 
59-38557 


DIVISION] New Mexico magazine. [Santa Fe] 
monthly. 

Vol. 67; 1989. 

$18.00 a year; $2.25 a copy. 


83-646112 


NEW MEXICO. NEW MEXICO RESEARCH AND 
DEVELOPMENT INSTITUTE. 
Office. R&D forum. [Albuquerque 


NEW MEXICO. NEW MEXICO — 
del | sl. Cruces semi-ann 


16-647250 


NEW MEXICO. OCCUPATIONAL HEALTH AND 
BUREAU. Monthly bulletin. Santa 


‘NEW MEXICO. OCCUPATIONAL INFORMATION 


COORDINATING COMMITTEE. Pros career 
and educational opportunities in New Mexico. 


NEW MEXICO. SCHOOL FOR THE DEAF, , Saas 
The a Mexico progress. [Santa Fe] mon 


ding hol gear 


CA19-190 


NEW SCHOOL FOR_ THE 

n 
Alamogordo] quarter 


NEW MEXICO. STATE BAR OF NEW MEXICO. Bar 
bulletin; advance opinions of the Supreme Court 
Court uct of Appeals. [Santa Fe] weekly. 


87-654476 


NEW MEXICO. TAXATION AND REVENUE D 


EPT. 
Vax__Rescarch _and__ Statistics Office. Monthly 
— of receipts an ursements. Santa Fe. 


NEW MEXICO. OF NEW MEXICO, 


UNIVERSITY 
r Latin American research review. 
Vol. 23; 4 


65-9960 


NEW MEXICO. UNIVERSITY OF NEW MEXICO, 


1 r New Mexico historical review. 
Vol quarterly. 


$15.00 individuals; $18.00 a year 
institutions; "$5 
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NEW YORK 


NEW YORK. BUREAU OF BUSINESS RESEARCH. 
Business __ statistics, New York State, quarterly 


summary. [Alban’ 
80-640141 


NEW YORK. BUREAU OF NUTRITION. Nutrition 
relie 


Surveillance Unit, Emergency food 
surveillance report. Prepared by of 


Nutritional Sciences, Cornell University the 
New York State Dept. of Health. [aibay 


sn88-28666 
NEW YORK. COLLEGE OF ENVIRONMENTAL 
AND FORESTRY, 
Marketing bulletin. [Syracuse] bimonthly. 
Issued in cooperation with the State Dept. of 
rvation, 


Dilsementel Conse: Division of Lands and 
Forests. 


NEW YORK. DEPT. OF AGRICULTURE AND 
Albany. 


NEW YORK. DEPT. OF AGRICULTURE AND 
— Cold storage. Albany. monthly. 


NEW YORK. DEPT. OF ECONOMIC 
DEVELOPMENT. 
Business trends in New York State. y. 
A61-9412 
NEW YORK. DEPT. OF HEALTH. Information 
isti ita 
statistics monitor. ly} quarterly. 
1988. 


emp! on non ur, ce 
work, New ew York State [Albany] 


area summary; 


NEW YORK. DEPT. OF LABOR. 
Labor 


"Vol. 13; 1989. 


NEW YORK. DEPT. OF LABOR. Dyvisi 
Labor area summary; 
ira. [Alban 
Vol. 1989. 


NEW YORK. DEPT. OF LABOR. Dwisi 
an’ 


Vol. 


NEW YORK. DEPT. OF LABOR. Diisi 
Labor area summary; 


an 
Vol. 13; 1! 


NEW YORK. DEPT. OF LABOR. 
Re Labor area summary; 
y 
Vol. 13; 1 


NEW YORK. DEPT. OF LABOR. 
Labor area summary; 
ochester. y 
Vol. 13; 


NEW YORK. DEPT. OF LABOR. Diisi 
Labor area summary; 
yracuse. [Albany 
Vol. 13; 1989. 


NEW YORK. DEPT. OF LABOR. Division of 
Labor area summary; 
tica-Rome. 
Vol. 13; 1 


NEW YORK. DEPT. OF LABOR. 
Labo: 


area summary; 
ester. 
Vol 13; 1 


NEW YORK. DEPT, OF SOCIAL as Office 
Inf Focus social services. 


VoL 7; 1989. 
NEW YORK. DEPT. OF STATE. The New York 
State register, [Albany] weekly. 
$80.00 a first class mailing; $40.00 a 
second class naling, 
80-640279 


NEW YORK. peer. 


920 
| 
e 
NEW YORK. DEPT. OF LABOR. Division of 
Vol. 13; 1989. 
NEW YORK. DEPT. OF LABOR. Division of ‘ATION. ; 
amton. quarter igest. an 
ol. 13; 1989. 1989. 
ransportation etter. 
; ol. 5; 1989. 
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YORK. DIVISION OF DAIRY INDUSTRY 


NEW 

SERVICES. Research and Unit. New 
York State dairy statistics, six-month report. 


NEW YORK. DIVISION OF MARKETING. 
Market _N Yor. ity 
108. report. New York. kly. 


I ration with the U.S. Dept. of 
‘AMS, ruit and Division. 


NEW YORK. GOVERNOR’S OFFICE OF EMPLOYEE 
RELATIONS. M/C stay well health and fitness 
newsletter. 

Vols. 3-4; 1987. 


NEW YORK. GOVERNOR’S OFFICE OF EMPLOYEE 
RELATIONS. Office of Employee Relations news. 
[Alban 

Vol. 5; 1988/89. 


NEW YORK. NEW YORK-NEW JERSEY MILK 
MARKETING AREA. Additional marketing 
New York. 


NEW YORK. NEW YORK-NEW JERSEY MILK 
Announcement of class prices 


MARKETING AREA. 
and — factors. New York. 


NEW YORK. NEW YORK-NEW JERSEY MILK 
MARKETING AREA. Uniform price announcement. 


NEW YORK. NEW YORK STATE SCHOOL OF 
INDUSTRIAL AND LABOR RELATIONS, I 
Industrial & labor relations review. [Ithaca 


Vol. 42; 1988/89. 
50-3249 


NEW YORK. OFFICE FOR EDUCATION OF 
CHILDREN WITH HANDICAPPED 


CONDITIONS. 
Newsbriefs. 
Vol. 12; 1988/89 


NEW YORK. OFFICE OF 
SECONDARY, AND CO 


ELEMENTARY, 
EDUCATION. 
executive’s bulletin. Albany. 


NEW YORK. PUBLIC EMPLOYMENT RELATIONS 
BOARD. PERB news. [Albany] monthly. 
Vol. 22; 1989. 
sc79-3756 


NEW YORK. STATE COMMISSION ON CABLE 
The commission comment. [Albany] 


NEW YORK. STATE INSURANCE FUND. Workers’ 
[Albany] 


NEW YORK. STATE LIBRARY, Albany, Fiche ’n 
[Albany] irregular. 


ams 
ormation | 
Vol. 1; 1 


Vol. 2; apr Ps 


NEW YORK. STATE OFFICE OF MENTAL 
— This month in mental health. [Albany] 
monthly. 


Vol. 12; 1989. 


NEW YORK. STATE TEACHERS’ RETIREMENT 
SYSTEM. act. [Albany] 
Vol. 20; 1988, 988/89. 


NEW YORK. STATE TEACHERS’ RETIREMENT 
pm 4 The source, member newsletter. [Albany] 


1988/89. 


988. 
in cooperation with the Graphic Arts 
Dept. State University of New York. 


NEW YORK. STATE UNIVERSITY OF NEW YORK 
AT. ALBANY. Inf 


ne newsletter. any 
. 17; 1988. 


NEW YORK. STATE UNIVERSITY OF NEW YORK 
AT_ BUFFALO. University Libraries, Library news. 
Buffalo. 

Vol. 17; 1989. 


NEW YORK. OF NEW YORK 
COLLEGE AT The legislative 


‘a 


921 

P nq studies Inform ation YETVICE. AID 

nil p hal awareness service. AiDany. 

NEW YORK. STATE LIBRARY i 
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NEW YORK. STATE UNIVERSITY OF NEW YORK 
i OF TECHNOLOGY AT FARMINGDALE. 


3 no. a year. 


for individual, $16.00 for 2 
years, institutions, domestic; overseas 


NEW YORK. UNIVERSITY OF THE STATE OF 
NEW YORK. ion 
ark. 


Vol. 8; 1 188/89. 


NORTH CAROLINA 


NORTH CAROLINA. ADMINISTRATIVE OFFICE OF 
THE COURTS. Bench notes; bulletin of the North 
Caroling. branch of government. [Raleigh] 


ALACHIAN STATE 
Appalachian journal. [Boone] 


15; 1984/85-1987/88. 
$10.00 a year. 
73-641046 


CAROLINA. ARTS COUNCIL. NCArts. 
1084/85-1986/87, 


NORTH CAROLINA. BOARD PHYSICAL 


NORTH CAROLINA. APP. 


NORTH CAROLINA. COASTAL RESOURCES 


COMMISSION. Camagram. [Ralei 
1987-89. 


NORTH CAROLINA. COMMISSIONER OF BANKS. 
e status of State banks in North Carolina] 
Raleigh month. 


NORTH CAROLINA. DEPT. OF ADMINISTRATION. 
State constructionews. 
Vv i: 1988/8 


NORTH CAROLINA. DEPT. OF ADMINISTRATION. 
ind] 
DEPT. .OF AGRICULTURE. 


NORTH 
Vol 64; 
45-26716 


CAROLINA. DEPT. OF AGRICULTURE. 
Monthly animal disease 
report. 
988. 


NORTH CAROLINA. DEPT. OF COMMUNITY 


eduction: Rak ad, continuing 
ucation. quarterly. 


Vol. 


NORTH CAROLINA. DEPT. OF CORRECTION. 
What’s up D.O.C.? [Raleigh] quarterly. 
Vol. 10; 1988. 


NORTH CAROLINA. DEPT. OF CULTURAL 
— Newsletter. [Raleigh] 


NORTH CAROLINA. DEPT. OF CULTURAL 
RESOURCES. ic I i i 
[Raleigh] moni 


NORTH CAROLINA. DEPT. OF NATURAL 
CAMA 


uarterly. 
1, 1988/ 


NORTH CAROLINA. DEPT. OF PUBLIC 
INSTRUCTION. Regi i 


The view in region 3. on. 
ol. 3; 1988. 


NORTH CAROLINA. DEPT. OF PUBLIC 
Newstash, Raleigh 


NORTH CAROLINA. DEPT. OF PUBLIC 
INSTRUCTION. Division of Science. Science 
newsletter. Raleigh. 


> 


NORTH CAROLINA. DEPT. OF PUBLIC 
INSTRUCTION. 


Media matters. [Rale 
Vol. 9; 1988. 


NORTH CAROLINA. DEFT. = 


NORTH pe ape DIVISION OF ARCHIVES AND 
HISTORY. 


. Carolina comments. [Raleigh] bimon 
Vol. 37; 1989. igh] 


922 
uly-Aug. 
ad 
| 
| 
Ol. 28] 1988. 
| 
| 
= 
Vol. 9; 1988. 
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NORTH CAROLINA. DIVISION OF MENTAL 
HEALTH, MENTAL RETARDATION, AND 
SUBSTANCE ABUSE SERVICES. 


ospita 
utilization/a on report. Raleigh. 
1987-88. 


NORTH CAROLINA. DIVISION OF SCHOOL- 
COMMUNITY RELATIONS. 


i egio news. 
acksonville. 
1987/88. 


NORTH CAROLINA. DIVISION OF SOIL AND 
WATER CONSERVATION. The district connection. 


ale 

NORTH CAROLINA. EAST ee 


Gi 
Rives post. G le. 2 no. a year. 
.00 a year, ek i issues $3.50. 


NORTH CAROLINA. EAST CAROLINA 
UNIVERS) The 


School of Music alumni tones. Greenville. 
Vol. 10; 1987/88. 


NORTH CAROLINA. SECTIO 
ta Rabies contro! 
a re er 


COUNCIL FOR PERSONS 


NORTH CAROLINA. GOVERNOR’S ADVOCACY 
WITH DISABILITIES. 
— Raleigh. 


NORTH CAROLINA. LABOR MARKET 
INFORMATION DIVISION. Active job applicants 
registered for work with ESC offices by 
sed county of residence. Raleigh. 


NORTH CAROLINA. LABOR (MARKET 
INFORMATION DIVISION. North Carolina’s insured 
employment, monthl weeks claimed, weekly 
— an rate by county. 


NORTH CAROLINA. MEAT AND POULTRY 
eo ge SERVICE. News and notes. [Raleigh] 


NORTH CAROLINA, MILK COMMISSION. 
—? statistics. Raleigh. 


NORTH CAROLINA. MUSEUM OF ART, Ralcigh. 
[Raleigh] quarterly. 


NORTH CAROLINA. NORTH CAROLINA SCHOOL 
OF SCIENCE AND Purham. 
er report to the Board o Tustees. 


1988. 


NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. i i 
Service. Dairy extension newsletter. 


NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. Board of Trustees. 
Minutes. Raleigh. 

1985-88. 


NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY GH. College of Textiles. 
988-89. 
Continess School of Textiles. News. 


NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. 
—- Center newsletter. [Raleigh 


NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. 
mmunity college 


domestic; $30.00 a , Canada; 
yea for others; $20.00 year 


NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. School of Textiles, 
News, uarterly. 


Continued by College of Textiles. News. 


NORTH CAROLINA. OFFICE OF ADMINISTRATIVE 
HEARINGS. The North Carolina register. [Raleigh] 


Vol. 1988/89. 
$95.00 a year. 


monthl 


87-643119 


NORTH CAROLINA. RADIATION PROTECTION 
Minutes. Raleigh. 


NORTH CAROLINA. STATE INFORMATION 
PROCESSING SERVICES. Newsletter; NC State 
government PC user group. Raleigh. 

Vol. 4; 1989. 


923 
NORTH CAROLINA. MUSEUM OF ART, Raleigh. 
[Raleigh] 
1989. 
INA 
$32.00 a 
students. 
— 
4 
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NORTH CAROLINA. STATE LABORATORY OF NORTH CAROLINA. OF NORTH 
PUBLIC HEALTH. North Carolina _lab-oratory. CAROLINA AT CHAPEL HILL. Morehead 
Chapel Hill. quarterly. 


NORTH CAROLINA. STATE. MUSEUM NORTH CAR 


OLINA. UNIVERSITY OF NORTH 
NATURAL SCIENCES, Raleigh. Whalebones. CAROLINA AT CHAPEL HILL. 
(Raleigh) The university gazette. ape 


wee uring academic exce once in 
Dec. the summer. 
Vols. 15-17; 1987-89. 


UNIVERSITY OF NORTH 


NORTH CAROLINA. UNIVERSITY OF NORTH 
AT. CHAPEL HILL. 


The high school journal. pe 
NORTH CAROLINA. eeaty OF NORTH on 
CAROLINA AT CHAPEL HILL. fe Vol. : 1988/89. 
Adokacenss, Common focus. [Carrboro gies a year, domestic; $19.50 a year, others; 
a copy. 


23-15216 


NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT jatri 


— yy Dept. of Pediatrics. CAROL! nee UNIVERSITY OF NORTH 
iatric perspectives. ill. CAROLINA CHARLOTTE. 
1985-88. UNCC news. [Charlotte 

Issued in cooperation with the Office of Alumni 
NORTH CAROLINA. UNIVERSITY OF NORTH 


Affairs and Office of Development. 
CAROLINA AT CHAPEL HILL. Continued by Today, with summer 1988 issue. 
UNC _ business. pe 


NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHARLOTTE. Office of 
NORTH CAROLINA. UNIVERSITY OF NORTH Degeal: Today. [Charlotte] 
CAROLINA AT CHAPEL HILL. fi 1988-89. 
i Social science. pe’ Issued in cooperation with the Office of Alumni 
1 Affairs ‘and I Information and Publications Office. 
ol. 71-72; 1986-87. 


Continues Social science news letter. 
indefinitely, last edition is v. 72, 


NORTH CAROLINA. UNIVERSITY OF 
"9510.00 a year, individuals; $25.00 a _ year, CAROLINA AT moony 
institutions. rth rolin 
orecast. [Charlotte quarterly. 


Vol. 8; 1989. 


CHARLOTTE. 
= Carolina research summary. Charlotte. 
43-14512 


NORTH CAROLINA. UNIVERSITY OF NORTH 
NORTH CAROLINA. UNIVERSITY CAROLINA AT GREENSBORO. School _of Music, 


Fortissimo. [Greensboro] 
1988. 


NORTH CAROLINA. RESOURCES 
— INSTITUTE. News. Raleigh. 


NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL NORTH CAROLINA. WESTERN CAROLINA 
Newsletter. [Chapel Hill] 


Outdoor Drama UNIVERSITY, 
1989. Computer Center newsletter ee. 
$4.00 a year. 12; 1988. 


Vol. 


924 | 

NORTH CAROLINA. 

Goaterpices. r 1 VISION. 

te: m 3 
| 

1 no. a year. 
ol. 7; 1988. 

NORTH CAROLINA. UNIVERSITY OF NORTH 

CAROLINA AT CHAPEL HILL. Institut 

Government. Popular government. ape i NORTH CAROLINA. UNIVERSITY OF NORTH | 

erly. 

$8.00 a year. 

Assembly. Raleigh. 

1989. 
sf86-2005 
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NORTH CAROLINA. WILDLIFE RESOURCES 
Wildlife in North Carolina. 


mony monthly. 


NORTH DAKOTA 


NORTH DAKOTA. CENSUS DATA CENTER. 
series. Fargo. 


NORTH DAKOTA. CENTENNIAL COMMISSION. 
[Bismarck] 


NORTH DAKOTA. CENTRAL PERSONNEL 
DIVISION. The communicator. [Bismarck] 
quarterly. 

Vol. 10; 1989. 


NORTH DAKOTA. COUNCIL ON THE ARTS. News 
quarterly. 


NORTH DAKOTA. COUNCIL ON VOCATIONAL 
Discovering. [Bismarck] quarterly. 


NORTH DAKOTA. DEPT. OF PUBLIC 
INSTRUCTION. Perspective. Bismarck. bimonthly 


12; 80. 


NORTH DAKOTA. _ OF 
INSTRUCTION. N n 

0 ota 
ismar 
1989. 


NORTH DAKOTA. GAME AND FISH DEPT. North 
10 no. a year. 


00 a year; 


NORTH DAKOTA. GOVERNOR. Executive order. 


DAKOTA. SERVICE. 
Dakota 
ismarck] m 
1989. 


NORTH DAKOTA. LEGISLATIVE COUNCIL. 
—-= calendar. [Bismarck] 


NORTH DAKOTA. MILK STABILIZATION BOARD. 
Announcement of = ave, uniform blend price 


for all grade "A" gone J oducers residing within 
the State. of North ota from the locations 
listed below. Bismarck. 


NORTH DAKOTA. MILK STABILIZATION BOARD. 
—_ meeting [minutes] Bismarck. 


NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY i i The 


courier of agricultural economics. 7 
1088, agri argo. 


NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, Fargo. Extension Service. Paw 
[Fargo] 


NORTH DAKOTA. OFFICE OF ATTORNEY 
GENERAL. Gaming . Division. North Dakota games 
of Ce report of activities. Bismarck. 


NORTH DAKOTA. PUBLIC SERVICE COMMISSION. 
Bismarck] 


NORTH DAKOTA. SCHOOL FOR THE DEAF, 
The North Dakota banner. [Devils 


$2.00 


NORTH DAKOTA. STATE BOARD OF HIGHER 
EDUCATION. ne [Bismarck] quarterly. 
Vol. 3; 1988/89. 


NORTH DAKOTA, STATE ELECTRICAL BOARD. 
— [Bismarck] 


ee DAKOTA. STATE ENGINEER. Floodlines; 
floodplain newsletter. Bismarck. 


iduca sion. Plains talk. 


*NORTH DAKOTA. [STATE LIBRARY, Bismarck] 
[Bismarck] 


NORTH DAKOTA. STATE WATER COMMISSION. 


925 
1988. 
$7 
* 
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NORTH DAKOTA. 
DAKOTA, 


‘Vol. 21; 1988 


NORTH DAKOTA. 


NORTH DAKOTA. 


NORTH DAKOTA. 
DAKOTA, 


NORTH DAKOTA. 
DAKOTA, 
review. [Gran 

Vol. 14; 1988/89. 


NOR 


Sai uarter 
[Say 1985-1988. 


NORTHERN 

JUSTICE 
Saipan 

Vols. 1-3; 88. 


Vol. 10; 1988. 


NORTHERN 
GOVERNOR. 
ive Branch 


NORTHERN MARIANA ISLANDS. CO. 
RESOURCES MANAGEMENT OFFICE. Coastal 
views. [Sai 

Vols. 7-8, 10; 1985-86, 1988. 


. quarterly. 


NORTHERN MARIANA ISLANDS. 
VISITORS BUREAU. MVB newsletter. Saipan. 


Executive est 
Vols. 1-4; 1985-1 


UNIVERSITY OF NORTH 


no. academic year. 


UNIVERSITY OF NORTH 


AKOTA, 
Learning, athways. Grand Forks. 3 no. a year. 
ol. 5; 1988 
$5.00 a year; $25.00 a year for school 


subscriptions up to 10 copies. 


UNIVERSITY OF 
for_T 


DAKOTA, 

Learning, learning: e 
natural in Forks. 3 no. a 
Vol 1088/98 


32.00 US. dollars. 


UNIVERSITY OF NORTH 


ensions. Gran 


UNIVERSITY OF NORTH 
i The 


ont 


NORTH DAKOTA. WHEAT COMMISSION. Wheat 
— review. [Bismarck] 


COUNCIL FOR 


TTHERN MARIANA ISLANDS. 
ARTS AND CULTURE. Findtinas Marianas. 


ISLANDS. 
AGENCY. 


ISLANDS. OFFICE OF THE 
pan. 


OHIO. DIVISION OF PARKS AND RECREA’ 
Ohi State parks calendar of events. [Columbus] 


OHIO 


OHIO. BOWLING. G 


IREEN STATE UNIVERSITY. 
BGSU libraries. [Bowling 
reen] 3 no.during the academic year. 


Vol. 3; 1988/89. 


OHIO. BUREAU OF AVIATION. The Ohio aviation 
news. Columbus. monthly. 
Vol. 1; 1989. 


OHIO. BUREAU OF WORKERS’ COMPENSATION. 
quarterly. 
ol. 


OHIO. BUREAU OF WORKERS’ COMPENSATION. 
update. [Columbus] 


OHIO. BUREAU OF WORKERS’ COMPENSATION. 
Health care communicator. 


‘olumbus 

1988-89. 
OHIO. CLEVELAND STATE . College 
Affai economic trends review. 


eve uart 
Vol. 2; 1 


sn87-2373 


OHIO. DEPT. OF EDUCATION. Division of Federal 
i The clipboard. Worthington. 
ol. 


OHIO. DIVISION OF NATURAL AREAS AND 
PRESERVES. 


. Newsletter. [Columbus] 
Vol. 11; 1989. 


926 
ince of University 
Advancement. Dimi Forks. 
988/89. 
or 
= i 
OHIO. DEPT. OF HUMAN SERVICES. Bureau _o j 
a Quality Assurance. Payment Accountability Un 
4 he skill maintenance challenge. [Columbus] 8 no. 
a year. 
Vol. 1; 1989. 
4 OHIO. DEPT. OF a SERVICES. Division o 
statistics, Child welfare statistics. Columbus. 
1988. 
CRIMINAL OHIO. DEPT. OF HUMAN SERVICES. Division 
NG Justice Fimanciz nagement bureau Di Reports } 
atistics Public assistance monthly statistics. 
= 1988. 
| 
CNMI 
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OHIO. DIVISION OF STATE FIRE MARSHAL. Fire 
— s er. [Reynoldsburg] 


OHIO. DIVISION OF TRAVEL AND TOURISM. 
— of events. [Columbus] 


OHIO. INDUSTRIAL COMMISSION. isi of 
Ohio monitor. lumbus 


1989. 
80-643344 


OHIO. KENT 


AID [Ke t] 4 no. a year. 
ni no. a 


- Dept. of 


OHIO. KENT STATE UNIVERSITY. UNIVERSITY. "Libraries and 
{earning Resources. Matrix. [Kent] semiann 


Ol. 3; 


OHIO. LABOR MARKET INFORMATION DIVISION. 
Aver total payroll and 
weekly earnin of workers employed 

nongovernment. employers of nine or fewer 
under the 


employees, one 100 or more employees 
Ohio ‘“unem 


( 


OHIO. LABOR MARKET INFORMATION DIVISION. 


Covered employment & payroll. 


[Columbus] 
erly. 
1988. 


OHIO. LABOR MARKET INFORMATION DIVISION. 
mploymen occupatio! category, 


QHIO. OHIO | STATE 


semiann 
Vol. 3; 1989. 


UNIVERSITY, 
Ohio 21. [Columbus 


OHIO. OHIO _ STATE TY, Columbus. 
Theory into practice. 


$30.00 year, 
estic; a year 
66-97728 


OHIO. OHIO 


STATE UNIVERSITY, Columbus. 
s Tracings. [Columbus] 3 no. a year. 


OHIO. Athens. Dept. _ of 
Millon quarterly. [Athens [Atheag) 


rm a for individuals; $18.00 a year for 
per year added’ for mailing outside 


16-644374 

OHIO. PUBLIC UTILITIES COMMISSION. 

For Ohio ene’ 
reper umbus} quarterly. 
987-88. 

88-647243 

OHIO. REHABILITATION SERVICES COMMISSION. 

ffi f RSC onewsnet. 


mon 
Vol. 5; 1! 


OHIO. SINKING FUND COMMISSION. Semi-annual 
report. [Columbus] 
1988. 
71-648408 


OHIO. SMALL AND DEVELOPING BUSINESS 
Small business register. [Columbus] 


5; 1989. 


STATE BOARD OF EDUCATION. School 
slate [Columbus monthly. 


OHIO. STATE LIBRARY, Columbus. Library 
Columbus. monthly. 


*OHIO. STATE LIBRARY, 
received. Columbus. mon 


OHIO. SUPREME COURT. Law _ Library, Monthly 
of Columbus. 


OHIO. UNEMPLOYMENT COMPENSATION BOARD 
Decision{s] Columbus. 


OKLAHOMA 


STATION, fiwate Agricult t OSU 
i riculture a : 

[Stillwater] quarterly 

Vol. 19; 


IKLAHOMA. AGRICULTURAL 


EXPERIMENT 
STATION. Oklahoma current farm 
(slater quarterly. 


45-27158 


927 
Ohio 
us| 4 no. a year. 
Vol. 28; 1989. 
_ $16.00’ ay 
institutions, 
US.; $5.00 a copy, 
Vol. 
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OKLAHOMA. ANIMAL INDUSTRY DIVISION. 
Oklahoma D.V.M. [Micro. ed.] Oklahoma City. 


monthly. 
Vol. 3; 1987. 


OKLAHOMA. ANIMAL INDUSTRY DIVISION. 
i Feathered friends. [Micro. ed.] 
na oe monthly. 


IN. The Oklahoma 


Mico ed Oklahoma | Cay) weekly. 
Ba ico 


35-18589 


OKLAHOMA. BOARD OF NURSE REGISTRATION 
AND NURSING EDUCATION. Newsletter. 


ag —_— 3 no. a year. 


OKLAHOMA. CENTRAL STATE GRIFFIN 
progres, [Nor HOSPITAL, Norman. central 


usiness review. 


OKLAHOMA. CLIMATOLOGICAL SURVEY. 
es [Micro. ed.] Norman. 


OKLAHOMA. CONSERVATION COMMISSION. 
Oklahoma conversation. [Micro. ed. 
Oklahoma q 

Vol. 32; 


OKLAHOMA. DEPT. OF COMMERCE. Current 
onsen indicators. [Oklahoma City] monthly. 


{ - OF COMMERCE. Oklahoma 
economic development news. [Oklahoma City] 
Vol. 7; 1989. 


IKLAHOMA. DEPT. OF COMMERCE. 
— City, Association of Central 6 
overnments] monthly. 


OKLAHOMA. DEPT. OF HUMAN SERVICES. Inside 
City] biweekly. 


1987 is micro. ed. 


OKLAHOMA. DEPT. OF LIBRARIES. ODL archives. 
— ed. Oklahoma City] 


OKLAHOMA. DEPT. OF LIBRARIES. ODL record. 
pene ed. Oklahoma City] 4 no. a year. 


OKLAHOMA. DEPT. OF LIBRARIES. ODL source. 
monthly. 


sn79-7289 
OKLAHOMA. DEPT. OF 


LIBRARIES. Legislative 
feren Division — register. 
Ded. Oklahoma City] mo: 
Vol. 
00a $10.00 a copy. 


84-647767 


OKLAHOMA. DEPT. OF MINES. Newsletter. 
[Micro, ed. Okiahoma City] 


OKLAHOMA. DEPT. OF TRANSPORTATION. 
news. Oklahoma City. 


OKLAHOMA. DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION. 
Oklahoma DECA ections. water, 
oma Association of Distributive jucation 
Clubs of America 2 no. a year. 
Vol. 16; 1988/: 


OKLAHOMA. DEPT. OF WILDLIFE 
CONSERVATION. Outdoor Oklahoma. [Oklahoma 
City] bimonthly. 
year, $2.50 
.00 a year, a copy. 


OKLAHOMA. DEPT. OF WILDLIFE 
CONSERVATION. i 
Oklahoma nongame news. icro. 


“6-87 


OKLAHOMA. DIVISION OF COMMUNITY AFFAIRS 
AND DEVELOPMENT. The Oklahoma community 
comme. [Oklahoma City] 


OKLAHOMA. EMPLOYMENT SECURITY 
COMMISSION. ffi 
Oklahoma economic news. 


oma Ci 
Vol. 4; 1989. 7 


928 
OKLAHOMA. ARTS COUNCIL. Facets. [Oklahoma 
mon A 

1985, 
| 
OKLAHOMA. CENTRAL STATE UNIVERSITY, 
entra tate mond. 
semiannual. 
Vol. 8; 1989. 
-| 
| 


Monthly Checklist of State Publications Vol. 80, no. 6 


OKLAHOMA. SECURITY 
COMMISSION. Oklahoma 


A54-9386 


OKLAHOMA. EPIDEMIOLOGY SERVICE. 
[Oklahoma City] monthly. 
ol. 89; 


OKLAHO!) 


IMA. HISTORICAL SOCIETY. Mistletoe 


IPMENT DIVISION. 


OKLAHOMA. MARKET DEVELO 

Oklahoma _ market report. [Micro. ed.] Oklahoma 
City. weekly except holidays on Wednesday or 
Thur 

Vol. 35; 1987. 


O’DONOGHUE_REHABILITATION 
[Oklahoma City 
1988/89. 


The ORI connection. 


OKLAHOMA. OFFICE OF HANDICAPPED 
CONCERNS. Newsletter. [Micro. ed. Oklahoma 


6-7; 1986-87. 


OKLAHOMA. OFFICE OF PERSONNEL 
MANAGEMENT. Oklahoma _ personnel update. 
[Micro. ed. Oklahoma City] monthly. 

Vols. 1-2; 1986-87. 


OKLAHOMA. OFFICE OF PUBLIC AFFAIRS. OPA 
[Oklahoma City] 


OKLAHOMA. OFFICE OF PUBLIC AFFAIRS. 
buy-lines. 
icro. ed. oma City] mon 
1987. 


OKLAHOMA. OKLAHOMA STATE 
Cimarron review. [Stillwater] quarterly. 


$12.60 US.; $15.00 , Cana dd 
$2.50 for fl others; $3.00. copy, 


i xtensi 
ahoma market vie ints. iter 
1989. 


Research, Southwest executive; Okla 
idence survey results. 


OKLAHOMA. PARDON AND PAROLE BOARD. 
Summary of clemency action. [Micro. ed. 
Oklahoma City] 

1986-87. 


OKLAHOMA. PLANT INDUSTRY DIVISION. 
Oklahoma apiary newsletter. [Micro. ed.] Oklahoma 


Vol 18; 1987. 


OKLAHOMA. STATE BOARD OF NURSING 
HOMES. Classified nursing homes in Oklahoma. 
ag ed. Oklahoma City] quarterly. 


OKLAHOMA. a DEPT. OF EDUCATION. 
mmuni n li lation ion 

uperintendent's etter. ahoma ity 

one June and July. 


Vols. 
Vol. 27 7 issued under former hea heading. 


OKLAHOMA. [STATE DEPT. HEALTH] 
Acquired immunodeficiency drome, monthly 
report. [Oklahoma City. 


OKLAHOMA. [STATE DEPT. HEALTH] 
Oklahoma AIDS cases cumulative totale [Oklahoma 


OKLAHOMA. [STATE DEPT. OF HEALTH] 
Oklahoma AIDS cases monthly report. [Oklahoma 


OKLAHOMA. STATE DEPT. OF HEALTH. 

u n Information Oklahoma 
ealt etin. icro. oma City] 4 no. 
a year. 

Vol. 41; 1986/87. 


OKLAHOMA. STATE DEPT. OF MENTAL ry 
Focus on mental health in Oklahoma. [Micro. ed. 


Oklah uart 


OKLAHOMA. STATE ELECTION BOARD. 
box. [Oklahoma City] monthly. 
ol. 16; 


OKLAHOMA. STATE INSURANCE FUND. 
City] 
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OKLAHOMA. STATE REGENTS FOR HIGHER 
EDUCATION. Enrollments in Oklahoma higher 
education. (preliminary report) [Micro. ed.] 
Oklahoma City. 


1988. 
T3-644824 


OKLAHOMA. STATE REGENTS FOR HIGHER 
EDUCATION. Oklahoma higher education leader. 
a City] monthly. 


OKLAHOMA. STATE REGENTS FOR HIGHER 
EDUCATION. State 
Regents’ fee waiver oma 
State system higher ucation. (Micro. ed.} 
Oklahoma City. 
1987. 
80-647937 


Sa TOURISM AND RECREATION DEPT. 
Inside Oklahoma. 


oma imon! 
Vol. 1; 1988/89. 


ORE TOURISM AND RECREATION DEPT. 


AUTHORITY. 


OKLAHOMA. TURNPIKE 
number of vehicle miles traveled. [Micro. ed. 
Oklahom 


a 
Title on ey : No. of vehicle... 
1987. 


OKLAHOMA. TURNPIKE AUTHORITY. HE. Bail 
number of vehicle miles traveled. [Micro. 
Oklahoma City 

Ls on : No. of vehicle... 


TURNPIKE AUTHORITY. Indian & 
of vehicle miles traveled. ([Micro. ed 


Oklahoma City 
Title on : No. of vehicle... 


TURNPIKE AUTHORITY. Indian B; 
of vehicle miles traveled. [Micro. ed. 


: No. of vehicle... 


OKLAHOMA. TURNPIKE AUTHORITY. pines: 
= lll of vehicle miles traveled. [Micro. ed. 


: No. of vehicle... 
1987. 


OKLAHOMA. TURNPIKE AUTHORITY. Oklahoma 
turnpike system re to bondholders. [Micro. ed. 
Gay] m 


OKLAHOMA. TURNPIKE AUTHORITY. Lage 
number of vehicle miles traveled. [Micro. ed. 
Cay 
r: No. of vehicle... 


OKLAHOMA. AUTHORITY. Will Rogers; 
number of vehicle miles traveled. ([Micro. ed. 
Oklahoma oy 

Title on header: No. of vehicle... 

1987. 


OKLAHOMA. WATER RESOURCES BOARD. 
Garber-Wellington Gazette. [Oklahoma City] 
Association. 


Issued in cooperation with the Association of 
Central Oklahoma Governments. 


OKLAHOMA. WATER RESOURCES BOARD. 
water news. [Oklahoma City] monthly. 


OREGON 


OREGON. AGRICULTURAL EXPERIMENT 
STATI on Oregon’s agricultural 


OREGON. BOARD OF NURSING. Board newsletter. 


OREGON. BUREAU OF LABOR AND INDUSTRIE3. 
in Oregon Sage rates for public works contracts 
in Oregon. 


OREGON. CENTER FOR HEALTH STATISTICS. 
—- health trends. [Portland] quarterly. 


OREGON. CHILDREN’S AGENDA OFFICE. Update 
— and programs. [Salem] bimonthly. 


OREGON. DEPT. OF ECONOMIC DEVELOPMENT. 
~ on developments. [Salem] bimonthly. 


EPT. EDUCATION. Edu-gram. 


no. during the 


OREGON. DEPT. OF FORESTRY. Forest fire 


: 930 
| 
thiy. 
{ 
1988. | 
number e 
number 
Oklahoma City i 
Title on yo 
1987. 
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ae’ DEPT. OF FORESTRY. Forest log. 
em 
Vol. 57; 1988/89. 


45-22735 


OREGON. DEPT. OF GEOLOGY AND MINERAL 
INDUSTRIES. Oregon geology. [Portland] 
198 


ear 


OREGON. DEPT. OF INSURANCE AND FINANCE. 
— Salem. 


OREGON. DEPT. OF TRANSPORTATION. Office of 
Affairs, News via. [Salem] 
ol. 14; 


OREGON. DEPT. OF VETERANS’ AFFAIRS. DVA 
— [Salem] monthly. 


OREGON. DEPT. 
‘on news. [Salem] bimonthly. 


OREGON. EMPLOYMENT DIVISION. Central 
= on local offices labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. Coos Bay, 
= Beach local offices labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. East-central 
= on labor trends. [Salem] 

OREGON. EMPLOYMENT DIVISION. Eastern 
ome on local offices labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. Eugene- 
Springfield metropolitan area labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. Grants Pass 
—— labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. Medford 
— area labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. Mid-Columbia 
labor trends. [Salem] 


DIVISION. Newport local 


OREGON. EMPLOYMENT 
= labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. North Coast 
labor trends. [Salem] 


OREGON. EMPLOYMENT 
— labor trends. [Salem] 


OREGON. EMPLOYMENT DIVISION. Roseburg local 
trends. [Salem] 


local office Tabor 
trends em 


OREGON. EMPLOYMENT DIVISION. Research and 
Oregon labor tren em 
7989." 


OREGON. EMPLOYMENT DIVISION. Research and 
orce 
and unemployment by area. [Salem 
1988-80. 


OREGON. EMPLOYMENT DIVISION. Research pad 
Salem metropolitan 
— em] monthly. 


OREGON. [EXECUTIVE DEPT. Accounting 
Stat of Oregon monthly cigarette tax 
tri of net revenues as_ per 


ORS 50% to counties, 50% to cities. 


OREGON. HEALTH DIVISION. Communicable 
. [Portland] semimonthly. 
0 


BOARD OF APPEALS. 


Repo 
Bowe of A Is. [Salem 
Vols. 14.45; /87. 
OREGON. LIQUOR CONTROL COMMISSION. 
= sales analysis. [Portland] 


OREGON. MENTAL HEALTH DIVISION. Population 
— [Salem] monthly. 


931 
Portland 

-642646 
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OREGON. MOTOR VEHICLES DIVISION. Behind OREGON. STATE MORTUARY AND CEMETERY 
ol. 4; ! 


OREGON. OFFICE OF HEALTH POLICY. OHP OREGON. STATE SCHOOL FOR THE DEAF, 
outlook. [Salem] 8 no. a year 
97; 1988/89. 


OREGON. OREGON HEALTH _ SCIENCES 
UNIVERSITY, OREGON. STATE SYSTEM OF HIGHER 

ications. O views. [Po quarterly. EDUCATION. Mortar & 
rd. [Eugene] no. a year. 


The science record. [Corvallis OREGON. STATE SYSTEM OF HIGHER 
ce, ene erly. 
OREGON. OREGON STATE Corvallis 


OREGON. REAL ESTATE DIVISION. Oregon real 
estate news-journal. Salem. 4 no. a year. 

Vol. 43; 1989. 

$2.00 


a year. 


Microform pu 5 supp 
physical oda . and recreation. Eugene. 


OREGON. SPECIAL EDUCATION AND SERVICES 

—— SAIL, alternatives in learning. Salem. 
Issued in cooperation with rative Libary li rary notes. ene 

Personnel Planning 988/89. 


OREGON. STATE BAR. For the record. Lake 


Vor 


PENNSYLVANIA 


PENNSYLVANIA. BOARD OF PARDONS. [Hearings] 


OREGON. STATE BAR. Oregon State Bar bulletin. 1989. 
Oswego] monthly (except Feb./Mar., 
988/89. PENNSYLVANIA. ON CRIME AND 
$18.00 a year (oe ronnie $2.00 a copy. DELINQUENCY. 


OREGON. STATE 

PENNSYLVANIA. DEPT. OF AGING. 

Pharmaceutical assistance contract for the elderly; 


biannual yopest to the Pennsylvania Gener: 
OREGON. STATE DEPT. OF AGRICULTURE. ——ae arrisburg] 
One ion agri-record. [Salem] quarterly. 1987 


PENNSYLVANIA. DEPT. OF BANKING. Summary of 


OREGON. STATE DEPT. OF FISH AND WILDLIFE. activities. —~s weekly. 
be et — [Portland] quarterly. Vol. 24; 1989. 


PENNSYLVANIA. DIVISION OF 
OREGON. STATE LIBRARY, Oregon State ADVISORY SERVICES. Pennsylvania marketing 
Lib qu accessions list. [Salem arrisbure] monthly. 


932 
] 
m costs. and prices. OREGON. UNIVERSITY OF ORE 
[Corvallis] sollege Business Administration. Office __ 
: 1989. External Affairs, Oregon business review. [Eugene 
Diannual. 
1987/88. | 
ealth, 
| 
| 
: | 
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PENNSYLVANIA. EMERGENCY MANAGEMENT 
- The journal. [Harrisburg] 


PENNSYLVANIA. FISH COMMISSION. Boat 
[Harrisburg] quarterly. 


$4.00 a year, $1.50 a copy. 
PENNSYLVANIA. FISH COMMISSION. Pennsylvania 
monthly. 
.00 a year, $1.50 a co 
P49-35978 


PENNSYLVANIA. GAME COMMISSION. 
game news. [Harrisburg] monthly. 


60; 1! 
$9.00 a year, domestic; a foreign. 


PENNSYLVANIA. GENERAL ASSEMBLY. Combined 
— of Senate and House bills. [Harrisburg] 


PENNSYLVANIA. GENERAL ASSEMBLY. Senate. 
calendar. Harrisburg. 


PENNSYLVANIA. JUVENILE COURT JUDGES’ 
Newsletter. Harrisburg. 


PENNSYLVANIA. LEGISLATIVE REFERENCE 
Pennsylvania bulletin. Harrisburg. 


19; 1989. 
$45.00 a year; —_ 


PENNSYLVANIA. LIQUOR CONTROL BOARD. 
statements. [Harrisburg] 


PENNSYLVANIA. LIQUOR CONTROL BOARD. Six- 
month and list of retail liquor and 
retail distributor malt beverage licenses, 
no. Harrisburg. 


PENNSYLVANIA. LIQUOR CONTROL BOARD. Six- 
month Pm ae list of retail liquor and 
retail distributor malt beverage licenses, 
district so. 4. Harrisburg. 

1988/89. 


SECURITY. 

Current covere: and w: 

in Pennsylvania industries. [Harrisburg] quarterly. 
eg data sheet 306) 


PENNSYLVANIA. OFFICE OF MENTAL HEALTH. 
— bulletin. Harrisburg. 


OFFICE OF THE AUDITOR 
Bureau_of Communications, The ledger. 
arrisbur 
Vol. 4; 


PENNSYLVANIA. OFFICE OF THE BUDGET. 


appropriations. [Harrisburg 


PENNSYLVANIA. OFFICE ko THE BUDGET. 


Bureau Fi M Special funds 
appropriations. — 


PENNSYLVANIA. PENNSYLVANIA STATE 
tery line. Harrisburg. bimonthly. 


PENNSYLVANIA, PENNSYLVANIA STATE 
UNIVERSITY, iversity 


and mineral sciences. 
niversity Park. quarterly. 
989. 


PENNSYLVANIA. PUBLIC SCHOOL EMPLOYES’ 
RETIREMENT SYSTEM. Benefits hotline. 
quarterly. 


PENNSYLVANIA. PUBLIC SCHOOL EMPLOYES’ 
SYSTEM. LegisLetter. Harrisburg. 


PENNSYLVANIA. PUBLIC SCHOOL EMPLOYES’ 
RETIREMENT SYSTEM. Reporting Unit. 


Bulletin. 
Harrisburg. 
1989. 


PENNSYLVANIA. PUBLIC TELEVISION NETWORK 

COMMISSIO The Pennsylvania connection. 
ly. 

ol. 10; 1989. 


PENNSYLVANIA. SHIPPENSBURG UNIVERSITY OF 
PENNSYLVANIA. Proteus. [Shippensburg] 2 no. a 
5; 1988. 


933 

PENNSYLVANIA. GENERAL ASSEMBLY. Joint 

epislative Air and Water Pollution ‘ontro 

Conservation Committee. Environmental synopsis. 

Harrisburg. 

1989. 
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PENNSYLVANIA. STATE HIGHWAY AND BRIDGE 
— Semi-annual report. Harrisburg. 


54-44452 
PENNSYLVANIA. UNEMPLOYMENT 
COMPENSATION BOARD OF REVIEW. Order{s] 


PUERTO RICO. ADMINISTRATION OF 
COOPERATIVE DEVELOPMENT. 
Relations, AFC en accion. [Rio Piedras} 


PUERTO RICO. ADMINISTRATIVE OFFICE OF 


Hato Rey] quarterly. 
Vol. 


arta RICO. CENTER OF ARTS OF 


FINE 
RICO. Revista [del] Centro de Bellas 
Artes de] Puerto Rico. [Santurce] monthly. 


PUERTO RICO. COMMUNICATIONS AUTHORITY. 
Comunicando. 


Vol. 10; 1988. 


PUERTO RICO. DEPT. OF THE TREASURY. 
Hacienda y su_ gente. 


"Vol. 2; 1988. 


PUERTO RICO. ECONOMIC D 
TION. Newsletter. [San Juan] 


ADMINISTRA 
Vol. 29; 1988. 


n orme mensua 
[San 


PUERTO RICO. INSTITUTE OF PUERTO RICAN 
CULTURE, San Juan. Avance cultural. [San Juan] 


PUERTO RICO. OFFICE OF ECONOMIC 
— El oportuno. [San Juan] 
n.d. 


PUERTO RICO. PUERTO RICAN COMMISSION 
FOR THE CELEBRATION OF THE FIFTH 
CENTENNIAL OF THE DISCOVERY OF AMERICA 
AND PUERTO RICO. Encuentro. [San Juan] 

Vols. 2-3 [n.d.] 


PUERTO RICO. STATE OFFICE OF HISTORIC 
Sy Patrimonio. San Juan. quarterly. 


PUERTO RICO. TOURISM COMPANY. Qué pasa. 


1988. 


PUERTO RICO. UNIVERSITY OF PUERTO RICO. 
[Rio Piedras] 
Vol. 3; 1989. 


PUERTO RICO. UNIVERSITY OF PUERTO RICO. 
Dialogos. Rio Piedras. 


Vol. 23; 1988. 


PUERTO RICO. UNIVERSITY OF PUERTO RICO. 
Caribbean journal 
0 quarterly. 
$3.00 S.)a 
(US) ayear 66-98238 


PUERTO RICO. UNIVERSITY OF PUERTO 
F Cuadernos de la 
"1987. 


RHODE ISLAND 


RHODE ISLAND. GENERAL ASSEMBLY. House of 
Journal. [Providence] 


54-27214 


RHODE ISLAND. GENERAL ASSEMBLY. Senate. 
[Providence] 


54-27215 


*RHODE ISLAND. STATE LIBRARY, Providence. 
Checklist of Rhode Island State documents. 


Providence. 
1987. 


934 . 

arrisourg. 
1989. 
PENNSYLVANIA. WESTERN PENNSYLVANIA 
SCHOOL DEAF, Pittsburgh Western 
i enns . [Pittsburgh] quarterly. 
Vol 97; 1088/8. 

43-49986 > 
THE COURTS. Insti ici ies. Forum. 

annual. 
2 

| 

PUERTO RICO. ECONOMIC DEVELOPMENT 

ADMINISTRATION. Office of Economic Research 

distico sobre la_ gestion | 
if 
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SOUTH CAROLINA 


SOUTH CAROLINA. AERONAUTICS COMMISSION. 
Palmetto aviation. [Columbia] 
Vol. 41 [i.e. 40] 1989. 


SOUTH CAROLINA. AGRICULTURAL EXPERIMENT 
agriculture 


STATION, Wanna Carolina 
Clem 


SOUTH CAROLINA. BOARD OF ECONOMIC 
<— [General Fund revenues] Columbia. 


SOUTH CAROLINA. CLEMSON UNIVERSITY. 
Engineering. Clemson. 
1annual. 

Vol. 13; 1989. 


SOUTH CAROLINA. CLEMSON UNIVERSITY. Dept. 
Ferti ilizer 


of Fertilizer and Control 
tonnage data rom monthly summaries 


and —— printouts by registrants. Clemson. 


SOUTH CAROLINA. COMMISSION ON AGING. 
4 no. a year. 


SOUTH CAROLINA. COMMISSION _ ALCOHOL 
AND DRUG ABUSE. 


Services, The big issue. Columbia. 6 no. se 
ol. 17; 1989. 


SOUTH CAROLINA. COMMISSION ON WOMEN. 


SOUTH CAROLINA. DEPT. OF AGRICULTURE. 
Carolina market bulletin. [Columbia] 


Vol. 1988. 


SOUTH CAROLINA, DEPT. OF CORRECTIONS. 


Divisign. of Public Affairs. The intercom. 


Vol. 19; 1989. 


SOUTH CAROLINA. DEPT. OF EDUCATION. South 
[Columbia] 5 no. a year. 


SOUTH CAROLINA. DEPT. OF HIGHWAYS AND 
PUBLIC TRANSPORTATION. The connector. 

Vol. 3; 1989. 


UTH DIVISION OF GENERAL 
Facts & 


SOUTH CAROLINA. DIVISION OF HUMAN 
RESOURCE MANAGEMENT. Classification and 
a manual. Columbia. semiannual. 


SOUTH ae. EDUCATIONAL TELEVISION 
ION] Crime to court; police officer’s 
[Columbia] monthly. 


SOUTH CAROLINA. FRANCIS MARION COLLEGE, 
rancis Marion 
us view. [Florence] 4 no. a year. 


“Vol 14; I 38/89. 


SOUTH CAROLINA. GENERAL ASSEMBLY. Digest 
House and Senate bills and resolutions. [Colum j 
a during session. 


reports. Columbia. wee 
Vol. 6; 1989. 


SOUTH CAROLINA. GEOLOGICAL SURVEY. South 


a year. 
80-648456 


SOUTH CAROLINA. GOVERNOR’S DIVISION OF 
ENERGY, AGRICULTURE, AND NATURAL 
er ae . Resource. [Columbia] quarterly. 

ol. 1; ‘ 


SOUTH CAROLINA. LABOR MARKET 
INFORMATION DIVISION. South Carolina labor 
perspective. [Columbia] 


SOUTH LANDER 
reenw rmation Lander 
magazine. = no. a year. 
/89. 


SOUTH CAROLINA. LEGISLATIVE COUNCIL. 
South Carolina State register. Columbia. 
1989. 
a 
80-643358 


SOUTH CAROLINA. OCCUPATIONAL 
INFORMATION COORDINATING COMMITTEE. The 
network; South Carolina occupational information 
[Columbia] 


935 
igures. 
"1989. 
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SOUTH CAROLINA. OFFICE OF SCHOOL FOOD 
SERVICES. P Palmetto apple. [Columbia] 


SOUTH CAROLINA. SCHOOL FOR THE DEAF AND 
THE BLIND, Spartanburg. Deaf re-ed newsletter. 


ued by Pioneer Ridge program with v. 2, 


SOUTH CAROLINA. SCHOOL FOR THE DEAF AND 
THE BLIND, Spartanburg. Pioneer Ridge program. 


S burg] 

ind] 

SOUTH CAROLINA. SEA GRANT CONSORTIUM. 


CAROLINA. STATE BUDGET | AND 


SOUTH CAROLINA. STATE CLIMATOLOGY 
OFFICE. State climate summary. 


SOUTH CAROLINA. STATE DEPT. OF MENTAL 
Images. [Columbia] quarterly. 


SOUTH CAROLINA. STATE DEPT. OF MENTAL 
HEALTH. Monthly statistical data report. 

1986-88. 


re CAROLINA. [STATE DEPT. OF MENTAL 
South State hospital release 
nts. jum 
patie bia] 


SOUTH CAROLINA. STATE DEPT. OF MENTAL 
HEALTH. Research, Statistics. Section. 
Statistical bulletin. Colum’ 

1986-88. 


SOUTH CAROLINA. STATE DEPT. OF SOCIAL 
SERVICES. i 


Statistical re i um 
1988. 


SOUTH CAROLINA. STATE DEVELOPMENT 
BOARD. Economic developments. [Columbia] 


thiy. 
monty. 1988/89. 


SOUTH CAROLINA. 

CAROLINA, lumbi Divi 

Relations. Carolinian. umbia 
ol. 13; 1988/89. 


SOUTH CAROLINA. STATE HEALTH AND HUMAN 
SERVICES FINANCE COMMISSION. 
i Child development training 


newsletter. umbia 
1988/89. 


Issued in cooperation with the Coalition 
Concerned for Children, the Child Development 
Training Task Force, and the Regional Child 
Development Training Committees. 


SOUTH CAROLINA. STATE LIBRARY, Columbia. 
New resources. Columbia. monthly. 
Vol. 20; 1989. 


SOUTH CAROLINA. STATE LIBRARY, Columbia. 
89. services. Columbia. quarterly. 


SOUTH CAROLINA. STATE LIBRARY, Columbia. 
News for South Carolina libraries. umbia. 


monthly. 
1989. 


78-641021 


ol. 14; 


SOUTH CAROLINA. STATE PORTS AUTHORITY. 
Port news, port of Charleston. [Charleston] 
monthly. 

Vol. 42; 1989. 


economic review. 


Vol. 35; 1988/89. 
SOUTH CAROLINA. UNIVERSITY OF SOUTH 
CAROLINA, olumbi 
Administration ivision out 
olina economic indicators. umbia 


Vol. 24; 1989 

73-642715 
SOUTH CAROLINA. UNIVERSITY OF SOUTH 
CAROLINA, lumbi f__ Busin 


of Research, The 
ut a 


OF SOUTH 
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SOUTH CAROLINA. UNIVERSITY OF SOUTH 
CAROLIN. ly i Division _ of niversii 


Peclations. imes olumbia] monthly (except. 
une, 
1988/89. 


Vol. 13; 


SOUTH CAROLINA., UNIVERSITY OF SOUTH 
CAROLINA, 


ol. 
Discontinued after this issue. 
75-617003 


olumbia. 


prety CAROLINA. OF SOUTH 


ntcr 
Footnotes. ia 


Vol. 3; 1 


SOUTH CAROLINA. OF 


CAROI 
Reflections. Columbia. semiannual. 
Vol. 1; 1989 


SOUTH CAROLINA. VOCATIONAL 
— DEPT. New horizons. [Columbia] 


mol. 1988/89. 


SOUTH CAROLINA. WILDLIFE AND MARINE 
RESOURCES DEPT. R: i Fisheri i 
=" conversation. [Charleston] quarterly. 


SOUTH CAROLINA. WINTHROP COLLEGE, Rock 
Hill, Dacus Library. Dacus focus. [Rock Hill] 


a year. 
1987-88. 


SOUTH DAKOTA 


SOUTH ge AGRICULTURAL EXPERIMENT 
STATION, South Dakota farm & home 
gs] quarterly. 


55-44152 
SOUTH DAKOTA, AGRICULTURAL EXPERIMENT 


SOUTH DAKOTA. BOARD OF REGENTS. Investing 
in patie — education. [Pierre] 


SOUTH DAKOTA. CENTER FOR HEALTH POLICY 
AND STATISTICS. South Dakota health highlights. 


SOUTH DAKOTA, DEPT. OF AGRICULTURE. The 
bimonthly. 
Vol. 6; 1989. 


SOUTH DAKOTA. DEPT. OF GAME, FISH, AND 


PARKS. Inf South 
Dakota — gest. [Pierre] bimonthly. 


Vol. 56; 1 
$5.00 a year. 
52-20781 


SOUTH = DEPT. OF TRANSPORTATION. 


Division _ of Inven' Automatic 
traffic recorder aning Prep 


ration 
Federal Highway | [Pierre 


SOUTH DAKOTA. EDUCATIONAL TELEVISION 
guide. {Brookings} monthly. 


SOUTH DAKOTA. SOUTH DAKOTA _ STATE 
UNIVERSITY, B i 


Vol. 5; 1 


ving; clot and textiles. 


SOUTH DAKOTA. SOUTH DAKOTA _ STATE 
UNIVERSITY, B 

Service. Resourceful living; extension home 
economics. [Brookings] 

Vol. 4 [i.e. 5] 1989. 


SOUTH DAKOTA. SOUTH DAKOTA _ STATE 
UNIVERSITY, B 


Resourcefu ving; family life. [Brookings 


SOUTH DAKOTA. SOUTH a? STATE 
UNIVERSITY, Brookin 
commentator. Too! 


SOUTH DAKOTA. STATE 
RESEARCH COUNCIL. Ex 

mmi In 
1erre 
1988. 


SOUTH DAKOTA. STATE LEGISLATIVE 
RESEARCH COUNCIL. i 
P; i Minutes. Pierre. 


SOUTH DAKOTA. STATE 


937 
q 
Val 
er. Newsletter. | Brookings 
ol. 4; 1989. 
7 Minutes. Pierre. 
1988. 
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SOUTH DAKOTA. STATE eee 
ESEARCH COUNCIL. 


SOUTH DAKOTA. STATE LEGISLATIVE 
RESEARCH COUNCIL. Legislative Procedure 


Committec. Minutes. Pierre. 


SOUTH DAKOTA. STATE LIBRARY [AND 
ARCHIVES] Pierre. Books-by-mail. Pierre. 


SOUTH DAKOTA. STATE LIBRARY [AND 
Minutes...board meeting. 


*“SOUTH DAKOTA. [STATE LIBRARY AND 
ARCHIVES] South Dakota __ State 
government publications; checklist. [Pierre] 
monthly. 
1989. 

76-641312 


SOUTH DAKOTA. UNIVERSITY OF SOUTH 


DAKOT. i B 
South akota usiness review. ermillion 


uarterly. 
1988/89. 


DAKOTA. UNIVERSITY OF SOUTH 
South 
ermiullion quarter! 


: , US. and Canada; $12.00 a year 
a copy. 
64-9366 
SOUTH DAKOTA. UNIVERSITY OF SOUTH 
DAKOTA, Vermithon. Nursing 
newsletter. Verm 
ol. 4; 1988. 


UNIVERSITY 
no. a year. 


OF SOUTH 
South Dakota 


$20.00 ‘a and 
others; a copy, plus $1.50 tor postage 
58-22058 


TENNESSEE 


TENNESSEE. ARTS COMMISSION. Tennessee arts 
[Nashville] quarterly. 


TENNESSEE. COMMISSION ON CHILDREN AND 
[Nashville] quarterly. 


TENNESSEE. DEPT, OF CONSERVATION. The 
Tennessee conservationist. [Nashville] bimonthly. 

Vol. 55; 1989. 

$7.50 a year; $1.75 a  . 


DEPT. OF 


TENNESSEE. EMPLOYMENT SECURITY. 
Information Office. Searchlight mews. Nashville. 
7089. 


DEPT. OF REVENUE. Comparative 
statement of collected revenues. [Nashville] 


TENNESSEE. DEPT. OF 
of revenue collections. Nashville. 


Monthly 


TENNESSEE. DEPT. OF (TRANSPORTATION. 
Mapping and Statistics Office. Monthly traffic 
comparison report, continuous automatic traffic 
— locations. [Nashville] 


86-644190 


TENNESSEE. DIVISION OF LOCAL GOVERNMENT. 
Local eT elie 6 no. a year. 


87-642754 


TENNESSEE. MEMPHIS STATE Des. 
guar Southern journal of philosophy. 
er 
Vol. 2 1989. 


$6.00 a $12.00 a _ year, 
individuals libraries and other 
institutions. 

68-7760 


TE UNIVERSITY. 
— State University law 
review. 8: 1987/ quarterly 


18.00 a sl $5.50 a copy; available in 
from: Xerox Microfilms, 
North Zeeb Road, Ann Arbor, M 
75-649856 


TENNESSEE. [MILITARY DEPT] The hick 
flyer. Nashville. monthly. | 4 
Vol. 23; 1989. 


938 
ppropriations. ubcommittce on Intrastate Air 
ervice. Minutes. [Pierre 
1988. 
| 
: SOUTH DAKOTA. UNIVERSITY OF SOUTH i 
DAKOTA, ermullion usiness Research Bureau. 
. South Dakota data center newsletter. [Vermillion : 
Vol. 4; 1988. 
SOUTH 
DAKOTA, i 
Dakota re 
/ 
SOUTH 
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EE. OFFICE OF THE ATTORNEY 
GENERAL. So Nashville. irregular. 
Vol. 18; 1989. 


80-645252 


STATE LIBRARY AND AR 


*TENNESSEE. CHIVES, 
Nashville. A list of Tennessee State publications. 
e. quarterly. 


55-63192 
UNIVERSITY OF TENNESS 
i 


TENNESSEE. 
Knoxvill f Thir 
Thursday. 


1989. 


TENNESSEE. UNIVERSITY OF TENNESSEE, 
noxvill Librar The UTK librarian. 
oxville y. 
Vol. 4; /89. 


TENNESS WESTERN MENTAL HEALTH 


EE. 

INST] The westagram 

news journal. [Western Institute] bimonthly. 
Vol. 18; 1989. 


TEXAS 


TEXAS. AERONAUTICS COMMISSION. Texas 
— Commission newsletter. Austin. 


TEXAS. ALCOHOLIC BEVERAGE COMMISSION. 
consumption. Austin. monthly. 


TEXAS. BOARD OF LAND SURVEYING. Texas 
— of Land Surveying newsletter. [Austin] 


TEXAS. BUREAU OF CHRONICALLY ILL AND 
DISABLED CHILDREN’S SERVICES. CIDC provider 
[Austin] 


TEXAS. BUREAU OF DISEASE CONTROL AND 
EPIDEMIOLOGY. Texas preventable disease news. 
Austin. weekly. 
Vol. 49; 1989. 
Free. 
sc85-7042 


TEXAS. BUREAU OF EMERGENCY MANAGEMENT. 


EMS messenger. [Austin] bimonthly. 
Vol. 10; 1989. 
sn78-1389 
CANCER COUNCIL. Texas cancer plan 


TEXAS. 
SPIRIT. [Austin] 
Vol. 1; 1988. 


TEXAS. COMMISSION ON ALCOHOL AND DRUG 
ABUSE. The commission news. [Austin] 
Vols. 3-4; 1987/88-1988/89. 


TEXAS. COMPTROLLER’S OFFICE. City & county 
——— management systems. Austin. 


TEXAS. COMPTROLLER’S OFFICE. City sales and 
comparison summary. [Austin] monthly. 


TEXAS. COMPTROLLER’S OFFICE. Fiscal facts. 


TEXAS. COMPTROLLER’S OFFICE. Tax 
bulletin. [Austin] 


TEXAS. COMPTROLLER’S OFFICE. 
; i Fiscal notes. [Austin] monthly. 


sn84-12212 


TEXAS. DEPT. OF AGRICULTURE. 


Farmer Assistance Programs. _The Texas 
epartment of Agriculture almanac. Austin. 


TEXAS. DEPT. OF COMMERCE. Results. [Austin] 
Vol. 3; 1989. 


TEXAS. DEPT. OF HEALTH. Texas health bulletin. 
monthly. 


TEXAS. EDUCATION AGENCY. Texas Dropout 
Information Clearinghouse forum. [Austin] 


Vol. 1; 1988/89. 


Issued in cooperation with the Texas Dropout 
Information Clearinghouse. 


TEXAS. EDUCATION AGENCY. Texas education 
today. 
Vols. 1-2; 1987/88-1988/89. 


. EMPLOYEES RETIREMENT SYSTEM OF 
TEXAS. ERS newsletter. [Austin] 4 no. a year. 
Vol. 4; 1988/89. 


TEXAS, EMPLOYMENT COMMISSION. i 
mpoyment 


Rescarch_and_ Analysis Dept. Covered 
and wages by industry and county. [Austin] 


uarterly. 
1988. 4 
76-647007 
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TEXAS. EMPLOYMENT COMMISSION. Economic 
‘exas labor market 
ustin. mon! 


sc84-7310 
LAND OFFICE. Texas beach 


from irregular with v. 3, 


TEXAS. COMMISSION. The 
TEXAS. LIQUEFIED PETROLEUM GAS DIVISION. 
Austin. 


TEXAS. M.D. ANDERSON HOSPITAL AND 
INSTITUTE, The cancer bulletin. 


$12.00 domesti Senate, and Mexico; 
$15.00 year, al other countries; $3 .00 a copy. 


M. D. ANDERSON HOSPITAL AND 
TUMOR INSTITUTE. jenti 


OncoLog; a report to 
ouston] quarterly. 


TEXAS. MIDWESTERN | STATE UNIVERSITY, 


TEXAS. MOTOR VEHICLE THEFT SERVICE. Auto 
[Austin] monthly. 


TEXAS. PARKS AND DEPT. Texas 
& [Austin] monthly. 


TEXAS. REHABILITATION COMMISSION. News & 


TEXAS. SECRETARY OF STATE. Register Division, 


00 a year; 


TEXAS. STATE BAR. Texas Bar journal. [Austin] 
— Aue. 


a5" a year, domestic; $25.00 a year, foreign; 
$2.50 a copy. 
40-10390 


TEXAS. STATE COMMITTEE OF EXAMINERS FOR 

SPEECH-LANGUAGE PATHOLOGY AND 

AUDIOLOGY. Texas s e pathology & 

xy 4 newsletter. [Austin] 
1. 4; 1989. 


TEXAS. STATE LIBRARY, ;Anstin, 
Division. The local record. [Austin quarterly. 
sn86-190 


TEXAS. STATE LIBRARY, 
M. men RMD’ t 
ustin] irre; 


*TEXAS. STATE PUBLICATIONS 
CLEARINGHOUSE. Texas State documents. 
[Austin] monthly. 
1989. 
81-641813 


UNVIERS t Texas ori 
no. a year. 

ha in cooperation with the East Texas 
Historical Association. 

$7.00 a copy, non-members of the East Texas 
Historical Association; $3.00. a copy, members of 
the East Texas Historical 


TEXAS. STEPHEN F. AUSTIN STATE 
UNIVERSITY, N 


Arts, RE: artes liberales. acog 
ols. 14-15; 1988-89. 


$6.00 a year; 


es. semiann 


TEXAS. TARLETON STATE UNIVERSITY, 
hen f n Cross 


rs business report. |Stephenville} quarter 


11; 1968/89 

Issued in cooperation with the Educational 
Information Services, Texas A & M a. 

an 4 to teachers in elementary and secondary 


940 
ouston] bimonthly. 1989. 
4 Vol. 1989. 
: Wichita Falls. Bureau of Busimess and Governm 
Research, Bureau report. Wichita Falls. 4 no. a 
year. 
q TEXAS. MIDWESTERN STATE UNIVERSITY, 
Wichit: Falis, Bureau of Business and ;overnment! 
Resear western usiness and economic ual. 
review. Wichita Falls. 
sn88-10237 
2 TEXAS. TEXAS A & M UNIVERSITY, Colleg 
station. Center for Education and Research in 
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TEXAS. TEXAS A & M UNIVERSITY College 
R Law letter. Co ege 
tation] quarterly. (Solutions through research) 
Vol. 3; 1989. 


Free. 
87-647426 


TEXAS. TEXAS A & M UNIVERSITY, College 
i R Real Estate Center 


igest. ollege Station] quarterly. (Solutions 
research 
Vol. 5; 1988. 


TEXAS. A&M 


UNIVERSITY, Gollege 
Real Estate Center 


TEXAS. TEXAS A & M UNIVERSITY, College 
ati R Real Estate Center 


: ollege Station] quarterly. (Solutions 
through research 


ols. 1-2; 1 
sn88-35044 


TEXAS. TEXAS A & M UNIVERSITY, College 
Ti R exas 
water resources. College Station. quarterly. 
14; 1989. 
ree. 


sn82-44 
TEXAS. TEXAS HIGHER EDUCATION 
COORDINATION BO 


Texas public community 
colleges and technical institutes, summary of data 
base. 


“to. criti 
studies of literature, and society. 
Lubbock, Texas Tech University Press. 2 no. a 


Vol. 15; 1988. 

$10.00 a year, individuals; $18.00 a_ year, 
institutions, _add $3.00 ($4.00 institutions)" for 
mailing —, North America; payable in U. S. 


Tech 


University Pr Sales 
7 ty Press, 


TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
Texas transportation researcher. 
ollege Station] quarterly. 
Vol. 25; 1989. 


sc78-191 


TEXAS. TRAVEL AND INFORMATION DIVISION. 
[Austin] monthly. 


Mo a , domestic; $15.00 a foreign; 
a available from: fos Highways 
Circulation. — Service, P.O. Box 5016, 
Austin, TX 78763- 
67-1452 


TEXAS. TRAVEL AND INFORMATION DIVISION. 
Laie log. Austin. monthly. 


TEXAS. UNIVERSITY OF HOUSTON. Collegeof 
w. Houston journal of international law. 
Vol. 1 
$18.00 a ae domestic; $20.00 a year, foreign; 

$10.00 a copy, domestic; $11, 1.00 a copy, foreign. 


TEXAS, UNIVERSITY OF HOUSTON. 
University computing source. 
quarterly 


Vols. 1-3; 1986/87-1988/89. 
Free. 


TEXAS. UNIVERSITY ad TEXAS AT AUSTIN. 
Bur. f _Busin Texas business 
review. {Austin] 6 no. 
Vol. 63; 1 
Free. 
67-32497 


TEXAS. fgg ol OF TEXAS AT AUSTIN. 
B Texas industrial 
monthly. 
$30.00 a year. 
67-59640 


TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 


fi Center for Asian Studies 
newsletter. |Austin 
Vol. 2; 1 


TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 
D f___Linguisti Texas linguistic forum. 
Austin] irregular. 
1988. 


Issued in_ cooperation with the Center for 
— Science, the University of Texas at 
ustin. 

Price per copy varies; Texas residents add 8% 
sales tax per COPY: add $1.00 per copy domestic; 
add $1.50 copy outside U 
standing orders available; checks payable to the 
University of Texas at Austin. 

83-647032 


TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 


Texas papers 
in ucation. [Austin] biannual. 


aed iby the FLEC Journal Committee. 
$9.00 year, paya ble to The University of 
te at “Austin available from: TPFLE, Education 


e on of Texas at A 
sn88-1051 
UNIVERSITY OF TEXAS AT AUSTIN. 
neral__Librari The General Libraries 
ustin] 3 no. a year. 


sc77-1058 
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TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 
i The Library bulletin. [Austin] 


weekly. 
Vol 18; 1989. 


sn81-3146 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. 
Hogg, Foundation. Hogg Foundation news. Austin. 
irregular. 
1589, 
sn87-28247 
OF TEXAS A 


TEXAS. AT AUSTIN. 
rol PETEX training 
news ~ 4 Austin 
1989. 


UNIVERSITY OF TEXAS 


TEXAS. HEALTH 

Dept. of Medicine. Medical 
te. 0. a 


OF TEXAS MEDICAL 
BRANCH Ura GALVESTO) 
eet. [Galveston] biweekly. 


TEXAS. WATER COMMISSION. i 
Information. The Texas water front. ustin 
monthly. 

1989. 


TEXAS. ZOONOSIS CONTROL DIVISION. Zoonosis 
[Austin] irregular. 


UTAH 


UTAH. BUREAU OF EPIDEMIOLOGY. 
Communicable disease newsletter. [Salt Lake City] 


month 
ly. 


UTAH. DENTAL HEALTH BUREA 
oracle: dental health newsletter for teachers. [Salt 


Lake 1988/89. 


U. The oral 


UTAH. DEPT. OF "MPLOYMENT SECURITY. Utah 
report. |Salt Lake City] monthly. 


sn86-20089 
UTAH. DIVISION OF ADMINISTRATIVE RULES. 
Utah State bulletin. [Salt Lake City] semi- 


$125.00 a year; available from: Legislative 
re 419 State Capitol, Salt Lake Ci 


85-643197 


> 


UTAH. DIVISION OF ADMINISTRATIVE RULES. 
Uma State digest. [Salt Lake City] semi-monthly. 


$30. 00 a year; available from: Legislative 
re 419 State Capitol, Salt Lake City, UT 


sn85-6488 
UTHA. DIVISION OF OIL, GAS, AND MINING. Oil 
and production report. [Salt Lake 


$168.00 a co! a 
microfiche; par per copy; $700 


microfiche. 
88-650014 


UTAH. FAMILY HEALTH SERVICES DIVISION. 
FHS focus. City] 


UTAH. GEOLOGICAL AND MINERAL SURVEY. 
a notes. — Lake City] quarterly. 


Single came free to residents of the U.S. and 
Canai 
76-644126 


UTAH. STATE TAX COMMISSION. Egongmic and 
Utah new car & tru es. Salt 
ks ity. (Research publication) 


VERMONT 


VERMONT. DEPT. OF CORRECTIONS. The 
aterbury] bimonthly. 
ol. 4; 


VERMONT. DEPT. OF EMPLOYMENT AND 
TRAINING. The Vermont labor market. 
monthly. 

Vol. 24; 1989. 


VERMONT. DEPT. OF EMPLOYMENT AND 
TRAINING. Vermont labor market area bulletins. 
quarterly. 


VERMONT. DEPT. OF EMPLOYMENT AND 
TRAINING. Weekly unemployment statistical news 
Montpelier. 


VERMONT. STATE LABOR RELATIONS BOARD. 
quarterly. 


VERMONT. SUPREME COURT. Vermont advance 
Darby Printing Co. quarterly. 


$30.00 a $8.00 a 
36-32505 


q 
A 
| 
ai 
at 
ar 
2 
{ 
q 
| 
| 
a2 
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VIRGIN ISLANDS 


ISLANDS. PORT AUTHORITY. VIPA 
porto [Charlotte Amalie] quarterly. 


VIRGIN ISLANDS. PUBLIC TELEVISION SYSTEM. 


Take twelve: WIJX channel 12 ide. 
[Charlotte Amalie] monthly — 


Mary 
erl 
VoL 
$20.00 a year; 


VIRGINIA. COMMISSION FOR THE ARTS. Arts 
news. Richmond. bimonthly. 


Vol. 13; 1989 
sn88-15555 


VIRGINIA. COMMISSION ON THE BI 
OF THE UNITED STATES 

Virginia independent; a chronicle of the 
Constitution’s bicentenary in Virginia. 
Center for Public Service, 


of bimonthly. 
87-641571 


VIRGINIA. COURT OF cases 
fo in the Court Appeals of Virginia. 


nd. 
Vol. 7; 1988/89. 
Available from: Purchasing Administrator, 
Saprene Court of Virginia, 100 North Ninth 
Street, Third Floor, Richmond, VA 23219. 
86-643699 


GINIA. DEPT. FOR THE DEAF AND HARD OF 


(CENTENNIAL 
CONSTITUTION. 


VIRGINIA. DEPT. OF AGRICULTURE AND 
— SERVICES. Bulletin. [Richmond] 
mon 


sc79-3973 


VIRGINIA. DEPT. OF AGRICULTURE AND 
CONSUMER SERVICES. 
Consumer comments. [Richmond] m 
Vol. 21; 1989. 
sc82-8201 


85-644489 


VIRGINIA. DEPT. OF CRIMINAL JUSTICE 


VIRGINIA. DEPT. OF CRIMINAL JUSTICE 
SERVICES. Newsletter/criminal justice information 
‘technology. ond] quarterly. 


; 1988/89. 
86-641598 


VIRGINIA. DEPT. OF EMERGENCY SERVICES. 
[Richmond] 


VIRGINIA. DEPT. OF GAME AND INLAND 
FISHERIES. Virginia wildlife. 


$7.50 a $1.00 a 
year; 51-5357 


oe DEPT. OF GENERAL SERVICES. Pacer. 


VIRGINIA. DEPT. OF HOUSING AND COMMUNITY 
DEVELOPMENT. Main Street Program, Main street 
monitor. Richmond. 

Vol. 3; 1989. 


VIRGINIA. a OF INFORMATION 
TECHNOLOGY. ’s executive management 
letter, a publication Virginia’s professional 


— ond] bimonthly. 


VIRGINIA. DEPT. OF LABOR AND INDUSTRY. The 
basket. [Richmond] monthly. 


943 
| 
VIRGINIA. DEPT. OF CORRECTIONS. Pi: ann ng 
engineering Ces. Research ind Evaluatio: 
VIRGINIA nit, ation summary: ad t institutions 
es. [Richmond] monthly. 
VIRGINIA. CENTRAL VIRGINIA TRAINING 
ers; hbur; erly. 
Vols. 2-3; 1988-89. 
VEOREA. COLLEGE OF yale MARY, 
Williamsburg Business searcn. 
1989. 
Free. 
VIRGINIA. COLLEGE OF WILLIAM 
ION 
0 rtunities. ichmondj quarterly. 
3; 1 9. 


Monthly Checklist of State Publications Vol. 80, no. 6 


VIRGINIA. DEPT. OF PERSONNEL AND 
TRAINING. Personnel monthly. [Richmond] 


VIRGINIA. DEPT. OF 
TRAINING. if Com P 


VIRGINIA. DEPT. OF STATE POLICE. Virginia 
uniform crime reporting newsletter. Richmond. 
monthly. 


VIRGINIA. DEPT. OF TRANSPORTATION. Bulletin. 


47-38732 


VIRGINIA. DEPT. OF VOLUNTEERISM. 
Virginia. [Richmond] quarterly. 


sn86-2323 


VIRGINIA. DIVISION OF DENTAL HEALTH. 
Chairside Richmond] 
Vol. 11; 1 


VIRGINIA. DIVISION OF LITTER CONTROL AND 
RECYCLING. Clean Virginia times. [Richmond] 


VIRGINIA. DIVISION OF PURCHASES AND 
SUPPLY. re showcase. [Richmond] quarterly. 


from bimonthly with v. 4, 


VIRGINIA. DIVISION OF PURCHASES AND 
SUPPLY. Virginia business opportunities. 

Ol. 6; 


$60.00 a year. 


VIRGINIA. EMPLOYMENT COMMISSION. 
Labor market review: Virginia’s 

abor force and une > estimates and 

employment, hours, and earnings. [Richmond] 


monthly. 
Vol. 2; 1989. 
88-646857 


VIRGINIA. GENERAL ASSEMBLY. Cumulative index 
of — resolutions, and 


A45-4548 


VIRGINIA. MASON UNIVERSITY, 
hos rlin; George ason 


on] quarterly. 
from semiannual with v. 11, 


Vol. J 11; 1988/89. 


753.00 a copy. 


VIRGINIA. GOVERNOR. Executive order. 


VIRGINIA. HOUSING PMENT AUTHORITY. 


DEVELO) 
= housing. [Richmond] quarterly. 


VIRGINIA. MARY WASHINGTON COLLEGE, 
30. Washington College today. 

no. a 
Vol. 13; 1988/89 


VIRGINIA. MUSEUM OF FINE ARTS, Richmond. 
Arts in [Richmond] 3 no. 


Vol. 28: 
year; $4.00 copy; Virginia residents 

add 4.5% State sales tax; available from: 

Publications Dept., Virgi > Museum of Fine Arts, 

2800 Grove Avenue, Ri 

sn 


VIRGINIA. OCCUPATIONAL _INFORMATION 
COORDINATING 


COMMITTEE. Forum. [Richmond] 
ar. 


VIRGINIA. OFFICE OF _ EPIDEMIOLOGY. 
[Richmond] monthly. 


sn82-20785 


VIRGINIA. OFFICE OF THE ATTORNEY 
exo" e law digest. [Richmond] 


88-644947 


VIRGINIA. OFFICE OF THE CHIEF MEDICAL 
EXAMINER. Medico-legal bulletin. Richmond. 
bimonthly. 

Vol. 38; 1989. 


Issued ‘in ration with the Dept. of Legal 


VIRGINIA. OFFICE OF THE SECRETARY OF 
NATURAL RESOURCES. Virginia natural resources 
newsletter. 

Vol. 3; 1989. 


OLD DOMINION UNIVERSITY, 
SCOTIA: 
nadian journal o} studies. Norfolk. 
Vol. 12; 1988. 
$7.50 a copy. 
82-642715 


944 
| 
rsonnel 
Vol. 12; 1989. 
no. 1. 
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VIRGINIA. SCHOOL FOR THE DEAF AND THE 
BLIND, = Virginia guide. [Staunton] 


4 no. during 
115; 1988/85. 
49-32810 


VIRGINIA. —a BOARD OF NURSING. 
Richmond. 


VIRGINIA. STATE MILK COMMISSION. Milk 
— bulletin. Richmond. monthly. 


VIRGINIA. SUPREME COURT. Advance sheets of 
cases decided in the Supreme Court of Virginia. 


update Resources or stuekidg Virginia 
government. Charlottesville] 
Vol. 4; 1988/89. 


rl vill M Helix. 


uarter: 
Vol. 7: 


Cig 


VIRGINIA. UNIVERSITY OF _ VIRGINIA, 
ffi if iversity _Relati 


lott ie} semi-mon' 
Vol. 19:1 I! 


Free on university grounds; $7.00 a year 
elsewhere. 
sn82-362 


VIRGINIA. UNIVERSITY OF VIRGINIA 


enter report. 


VIRGINIA. VIRGINIA FOUNDATION FOR THE 
HUMANITIES AND PUBLIC POLICY. Virginia 
humanities. 

Vol. 15; 4 


VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 


orestry. 
Vol. 9; 1988/89 


griculture 


VIRGINIA. VIRGINIA FOL 
ITY, Blac 


Issued in cooperation with Virginia State 
University. 


AND ST. 


Mage, VIRGINIA POLYTECHNIC INSTITUTE 
TE UNIVERSITY, Bla 
B 


"Vol. 2 88/89. 
aoa in cooperation with Virginia State 
University. 


VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
ITY, Bi Divi 


sn83-7417 


UNIVERSITY, Blacks! 


; 1989. 
$5.00” "a year, payable to: Treasurer, Va Tech 
University. 


VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. (Mice of 
echgram 
ur; no. a year. 
Vol. 65: 1988/89. 


ional m 
Free to alumni and friends of the 
sn80-3233 


VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
irginia Tech. 
acksburg] 4 no. a 
Vol. 11; 1988/89. 
sn80-2484 


VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. School _of 
irginia 


acksburg 
Vol. 1[n. d.] 


945 
Extension rvi nter 
appenings. [Blacksbur, 
IMOrmauon Services] Fducauonal 
tension Information Office. Virginia extension. 
Blacksburg] quarterly. 
Vol. 6; 1988. 
Issued in cooperation with Virginia State 
University. 
Health Sciences Libra nside information. 
harlottesville] monthly. 
Vol. 7; 1989. 
vision. cept. Oo orticulitur irginia 
VIRGINIA. UNIVERSITY OF _ VIRGINIA, 
harlottesvi Medic: Claude Moore 
Health Sciences Library. List of recent — 
books, audiovisuals, efc. received in the library 
e oe month. Charlottesville. monthly. 
1989. 
Uhariottesville. White Burkett Miller nicer of 
Publi Irs er 
harlotte quarterly. 
Vol. 5; 1988 8. 
| 
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acksburg. rsonnel er 
Bulletin of _ seismicity vol. 3; 588/99. 
the eastern United States. Blacksburg. 
-ann 
ere. WASHINGTON. DEPT. OF REVENUE. Quarterly 
At head of title: Southeastern U.S. Seismic business review; a compilation of statistics on 
Network. gos income, taxable retail sales, and accrued tax 
: sn80-12481 ability vo epee’ by Washington State excise 
ts. [ 
UNIVERSITY, Blacksbu Virginia 78-640542 


Virginia coa 


[Blacksburg] bimonthly. WASHINGTON. DEPT. OF REVENUE. Revenue 
2 Vol. 9; 1 news. Olympia. quarterly. 
sn81-498 1988. 
sn87-29101 
VIRGINIA. VIRGINIA GRANT COLLEGE 
PROGRAM. Tideline. quarterly. 
ol. 6; 1989. WASHINGTON. DEPT. OF SOCIAL AND HEALTH 
VIRGINIA. VIRGINIA WATER RESOURCES sn88-38031 
— CENTER. Water news. Blacksburg. 
moni 
Free within Virginia; $9.00 a year i -of 


VIRGINIA. WOODROW WILSON REHABILITATION 
CENTER, 


The project news; a ne Or persons wit 


SERVICES. 


spinal cord injuries and families. Fishcrsville. WASHINGTON. EMPLOYMENT SECURITY DEPT. 
rey 1: 1989 rrection lear Outside insight. 


WASHINGTON 


Employes and 
WASHINGTON. AGING AND ADULT SERVICES Employment «Federal 
ADMINISTRATION. Aging and long term care covered by Title 5 lympia] 
ae Olympia. 6 no. a year. —- 


WASHINGTON. DEPT. OF ECOLOGY. State WASHINGTON. EMPLOYMENT SECURITY DEPT. 
environmental policy act register. [Olympia] Lal 


gton labor market. Prepar in ration 
with the U.S. Employment and _ Training 
Administration. [Olympia] m 
2 WASHINGTON. DEPT. OF ECOLOGY. Public Vol. 13; 1989. 
Seaton] Baseline. monthly. sc84-111 

M 


agg 
remert 

Tacoma, Vancouver, 
Yakima. in prot with U. S. 
Training 


OF NATURAL RESOURCES. ol. 4; 1989. 


DEPT. OF LABOR ARD 


WASHINGTON. DEPT. 
Tem. 


to residents of available from: 
Public Affairs Office, Dept Natural Resources, 
Mail Stop: QW-21, Olympia, WA 98504 


946 
Refugee assistance report. Olympia. monthly. 
sn87-40049 
{ 
VASHINGTON EMPLOYMEN CTIRITY DEP) { 
A50-9355 
| 
3 | 
tatistical report. Olympia] semiannud 
1988. 
ADO Econom Analysis branc 
Week! ns ed unempio ment report. mpia 
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WASHINGTON. INTERAGENCY COMMITTEE FOR 
OUTDOOR RECREATION. Report. [Tumwater] 


Vol. 3; 1989. 
sn87-40119 


WASHINGTON. OFFICE OF MINORITY AND 
ISINESS . Directory of 
dvantaged 


WOMEN’S BU 
certified minority, women’s, 


$35.00 a year; $10.00 a copy. 


WASHINGTON. OFFICE OF MINORITY AND 
WOMEN’S BUSINESS ENTERPRISES. Directory of 
certified State and Federal minority and women’s 
[Olympia] quarterly. 


$35.00 a year; $10.00 a copy. 


OF THE ADMINISTRATOR 
THE Washington court directory. 


sc85-2205 


WASHINGTON. PLANNING, RESEARCH, AND 
PUBLIC TRANSPORTATION DIVISION. Autematic 
report. [Olympia] monthly. 


sn86-43075 


WASHINGTON. STATE BOARD FOR COMMUNITY 
COLLEGE EDUCATION. Community college news. 


monthly. 
sn88-13643 
WASHINGTON, STATE ENERGY OFFICE. WSEO 


dispatch; a bi-monthly of 
energy and environmen’ issues and programs. 


1990, 


ASHINGTON. STATE FOLKLIFE COUNCIL. The 
quarterly. 


Vol 
sn86-43028 


lannin Division 
education an jo in formalion centers; 


newsletter of the Kell Foundation Project 
Washington State. [Olympia] quarterly. 
Vol. 2; 1988/89. 


WASHINGTON. SUPERINTENDENT OF PUBLIC 
SCHOOLS. a public schools. [Olympia] monthly. 


Vol. 28; 
sf88-90040 


WASHINGTON. WASHINGTON STATE 
UNIVERSITY, iversi 


Relations, Hilltopi ics. an} 7 no.a 
ol. 20; 1 989. 


Free of record and parents of 
currently enrolled students, and to alumni in 
curre: 
contributors to WSU. 


WEST VIRGINIA 


WEST VIRGINIA. DEPT. OF 


HISTORY. Goldenseal, West Vi tr dittenal 
olde irginia tra 
life. no. a year. 


75-646012 


WEST VIRGINIA. DEPT. OF EMPLOYMENT 
SECURITY. Initial claims filed and insured 
[Charleston] 


WEST VIRGINIA. DEPT. OF EMPLO 
[Charleston] monthly. 


WEST DEPT. OF EMPLOYMENT 


West Virginia economic summary. 


86-641484 


SECURITY. 


West Virginia and 
quarterly. 


Cover title: Employment and 
85-650010 


WEST VIRGINIA. DEPT. OF EMPLOYMENT 
West statisti unty 

irginia orce statistics, co! 
[Charleston] 


WEST VIRGINIA. DEPT. OF NATURAL 
RESOURCES. Wonderful West Virginia. 
[Charleston] monthly. 

Vol. 53; 1989 


$9.00 a year; $1.50 a 


WEST VIRGINIA. EDUCATIONAL BR‘ 
AUTHORITY. The program guide, WSWP-TV 
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00 plus 
cents tax a 


WEST VIRGINIA. TURNPIKE COMMISSION. 


A60-9225 


WEST VIRGINIA. WEST VIRGINIA UNIVERSITY, 
Morgantown, Victorian poetry. [Morgantown] 4 no. 


i and Canada; 

U. S. and Canada; $5.06 

nts; $5.00 a copy; $10.00 copy, 

ded le’ issue; ‘available in from: 
Microfilms International, 300 North 
Zeeb Road, Dept. P.R Ann Arbor, MI 48106; 
back issues thr 


issues 
from: Victorian Poetry Office, 


est Virginia U at 
$4.00 copy, Copy, double ste 


WEST VIRGINIA. WEST bg UNIVERSITY, 


est Virginia law 
no. a 
“Vol. 91; 1988/89. 
$24.00 


$8.00 $14.00 National coal 
issue; postage sad hendling for single 


12-4974 


1989, 
$10.00 a year. 


WISCONSIN. CONSERVATION CORPS. On corps! 
monthly. 


WISCONSIN. DEPT. OF EMPLOYE TRUST FUNDS. 
Trust Fund news. nee [Maden] 3 
Vol. 7; 1988 


WISCONSIN. DEPT. OF INDUSTRY, LABOR, AND 
HUMAN RELATIONS. Wisconsin economic 
indicators. [Madison] monthly. 


85-642661 


monthly. 
1989. 


WISCONSIN. DIVISION OF VOCATIONAL 

— DVR news. [Madison] 
ont 

Vol. 12; 1989. 

A on taped cassette. 


WISCONSIN. 
The Wisconsin times. [Delavan] 6 no. 


Vel. 110; 1988/89. 
$2.00 per scholastic year. 


WISCONSIN. SENTENCING COMMISSION. 


WISCONSIN. STATE HISTORICAL SOCIETY OF 
WISCONSIN. Columns. [Madison] bimonthly. 
Vol. 10; 1989. 
sn79-18843 


WISCONSIN. STATE HISTORICAL SOCIETY OF 
WISCONSIN. Wisconsin magazine of history. 

00 cop from: 


18-27367 


WISCONSIN. STATE HISTORICAL SOCIETY OF 
WISCONSIN. Museum 
— Madison. bimon 


WISCONSIN. UNIVERSITY OF WISCONSIN, 
Wisconsin international law 
no. a year. 


journal. 
Vol. 7; 1988/89. 
$8.00 a copy. 


85-647199 


WISCONSIN. UNIVERSITY OF 


adison. 3 no. a 
Vol. 15; 1989. 


Frequency changed from 4 no. a year. 


WISCONS 


I IN. UNIVERSITY OF WISCONSIN, 
Milwaukee, Field station bulletin. Milwaukee. 
semiannual. 

Vol. 21; 1988. 


948 
WEST VIRGINIA. SCHOOLS FOR THE DEAF AND WISCONSIN. DEPT. OF JUSTICE. i 
THE BLIND, R . The West Virginia tablet. 
Re year. adison 
$1 
a year. Delav: 
Vols. 26-27; 1988-89. schoo | 
: —_ oute 100, Millwood, NY 10546; 
| 
| 
CODI | 
3 WISCONSIN. BUREAU OF AGING. Aging in the 
1989. at 
WISCONSIN. BUREAU OF INTERNATIONAL 
TRADE. Wisconsin international trade. [Madison] 
= 
SCONSIN 
uarterly. | Madison 
| 
.00 a year. 
sn89-11665 
| 
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WYOMING 


WYOMING. AERONAUTICS COMMISSION. Wyoming 
— news. Cheyenne. 


WYOMING. [CIGARETTE TAX DIVISION] Monthly 
ey tax distribution for sales. [Cheyenne] 


WYOMING. COUNCIL ON THE ARTS. Literature 
[Cheyenne] monthly. 


Free. 


WYOMING. OF] PUBLIC ASSISTANCE 
AND SOCIAL SERVICES. PASSword. [Cheyenne] 


WYOMING. EMPLOYMENT SECURITY DEPT. 
summary of covered employment an 0 
by industry. Casper. quarterly. 
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~—Oklahoma, 10339 
4 ~congresses, 10663 Recycling (Waste, etc.) 4 
Public schools ~Connecticut, 9281 
ie Privatization of Wildlife and Public Lands ~Massachusetts, 9794 ~Maine, 9704 ! 
Ee Access Symposium (Wyoming), 10663 --Missouri, 9921 ~New Jersey, 10063 
“ Probation Public utilities, 9559 Redemption (Law) 
Florida, 9344 ~costs ~Virginia, 10546 
~New York, 10142 ~Oklahoma, 10337 
“a Promotion of special events ~-New Jersey, 10039, 10059 —Illinois, 9528 j 
—Washington, 10616 ~California, 9178, 9188, 9200, 9228 
i ~Idaho, 9446 Referendum 
Pronghom antelope -Iilinois, 9466, 9468 ~California, 9202-9203 
Nevada, 10015 Mississippi, 9903 
Property tax = welfare ~New Jersey 
—statistics nance -Jamesburg, 0077 
~Oregon, 10351 —lilinois, 9481 
—Texas, 10493 ~-Statistics Refuse and refuse disposal 
—California, 9221 ~California | 
~Connecticut, 9309 ~—Sacramento, 9149 
~Oklahoma, 10258 ~Louisiana, 9671 
Pruning, 9946 
oa Psychologists Regional planning | 
—legal status, laws, etc. ~California, 9208 
~Oklahoma, 10323 Registers of deaths 
Psychotherapy patients —Kansas, 9604 
—New York, 10156 
fe Public buildings Regression analysis, 10194 
~Idaho, 9433 
—Arizona, 9119 Reptiles 
Virginia, 10544 ~diseases, 9346 
| 
4 
> 


York 
~-New York City, 10131 


Retail trade 
North Dakota, 10208 


~interchanges and intersections, 9750 


~-maintenance and repair, 9113 
~Rhode Island, 10396 


Roads, Gravel, 9116 


Rural conditions 
~Alaska, 9019 
~-Texas, 10464 


Rural development 
~bibliography, 9981 
-lilinois, 9477 
~Nebraska, 9983 


Safety education, 10470 


Sales tax 
~law and legislation 
--Maryland, 9738 
~California, 9232 
~Louisiana, 9665-9668 
--Maine, 9683-9684, 9705, 9708 
--Texas, 10475 


Saline waters 
—California, 9196 


statistics 
Illinois, 9521 


School attendance 
~Oregon, 10347 


School boards 
-lilinois, 9518 


School buildings 
-Virginia, 10544 


~-Arkansas, 9128 
Schoo! districts 


~finance 
—New York, 10158 


School integration 
~handbooks, manuals, etc. 
~Massachusetts, 9760 
School libraries 
--Statistics 
South Dakota, 10431 


School psychologists 
-Florida, 9338 


Searches and seizures 


Seed and trade 
and 
~-Oklahoma, 10299 


Self-respect, 10212 


Sentences (Criminal procedure) 
~Hawaii, 9395 
~Maryland, 9715 
~Washington, 10614 


~-Texas, 10477-10478 
—Maine, 97 


~Maryland, 9742 
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Research Roads Schools 
-finance ~finance ~Massachusetts, 9762 
—Texas, 10504 ~New Jersey, 10069 
~Michigan ~guard fences, 10509 Science 
~Detroit, 9848 
regions, 9109 
Illinois Sea bass, 9770 
~Savoy, 9495 
~Maryland 
—College Park, 9739 ~New Jersey, 10062 
~Oklahoma 
~Oklahoina City, 10314 
~-South Carolina, 10410 
Research, industrial 
~California, 9194 
Reservoirs 
~-Weiser River, 9430 
a 
Resolutions, Legislative 
~California, 9180 Sewage 
Rest homes 
--Statistics Sewage disposal plants 
~Missouri, 9931 ~-Minnesota, 9885 
~law and legislation Hawaii, 9395 
-Florida, 9327 
~Louisiana, 9666 Salmon-fisheries Shade trees, 9946 
~-Oregon, 10355 
“Washington, 10596 Sharks, 9776 
Sand Shrimp fisheries 
Ohio South Carolina, 10408 
~Montgomery County, 10243 
Retirement income Shrubs, 10578 
~New Mexico, 10091 Sanitary landfills 
~New Jersey, 10063 Signs and signboards 
Revenue ~lowa, 9564 
statistics Sawmills, 9686 
~-Texas, 10459 Simuliidae 
9129 School administrators 
necticut, 9298 ine, 
~Maryland, 9713 Small business 
~New Mexico, 10095 P| ~bibliography, 9531 
~research 
Rice 10315 
—fesearch —services 
—California, 9229 | —California, 9209 
~Arkansas, 9137 —Illinois, 9476 
Snait 
v Rivers ~Mexico, 9349 
~Alabama, 9002 School children ~United States, 9349 
--transportation 
-Statistics Snow fences, 9115 
~safety measures surveys 
~-New Mexico, 10093 —California, 9171 
~Texas, 10515 
~Harris , 10516 
~Maine, 9680 
Road maps 
~Alabama, 9006 Social history 
~California, 9169-9170 statistics 
~Georgia, 9360 —California, 9164 
—Kansas, 9597 ~Kansas, 9613 
~Kentucky, 9655 
~Nevada, 10012 


—Florida, 9330 
~Texas, 10476 


~California, 9238 
—Michigan, 9828 
~South Carolina, 10416 
~—West Virginia, 10641 


State manuals 
~West Virginia, 10640 


State officials and employees 
—directories 
~North Dakota, 10234 
~handbooks, manuals, etc. 


Statehood (American politics) 
~centennial celebrations 
-North Dakota, 10199-10200 
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Social policy Spiny lobsters ~Montana, 9961 
~law and legislation —Florida, 9318 ~Nebraska, 9988-9989 
~Hawaii, 9391 
‘ ~Nebraska, 10007 Sports State universities and colleges 
ig ~New Jersey, 10074 —New Jersey, 10068 ~buildings 
—Oklahoma, 10334, 10337 
P Social sciences Sprouts, 9999, 10584 ~employees 
~addresses, essays, lectures, 9316 ~directories 
Stables ~Idaho 
: Social security ~Maryland, 9724 —Boise, 9414 
~handbooks, manuals, etc. ~Nebraska 
z —California, 9166 State aid to education —Omaha, 10009 
~New Jersey, 10071 ~salaries, etc. 
Social service —California, 9197 
~Maryland, 9743 State aid to higher education illinois, 9533 
~Missouri, 9917 ~Illinois, 9465 ~faculty 
~salaries, etc. 
Social work with youth State boards of education ~California, 9197, 9224-9225 
Kentucky, 9657 9463, 9519 -finance 
~Mississippi, 9896 ~-Maryland, 9745 ~California, 9197 
~New York, 10150 illinois, 9464 
7 ~Oklahoma, 10276 State bonds ~Missoula, 9969 
Illinois, 9513 —Ohio 
Sockeye salmon ~New Jersey, 10060 ~Athens, 10251 
~Alaska, 9029-9030, 9032, 9037 ~Oklahoma 
; State departments of education ~Norman, 10343 
Soil conservation ~—Connecticut, 9305 ~Stillwater, 10316 
~—congresses, 9911 ~—Hawaii, 9400 Texas, 10504 
~South Carolina, 10415 —Utah, 10535 Washington 
~Ellensburg, 10594 
Soil-surveys State governments ~graduate work 
~addresses, essays, lectures ~lowa 
—Hllinois, 9452 ~Maryland, 9733 ~lowa City, 9592 
—Ohio ~Wyoming, 10671 ~planning 
~Adams County, 10245 ~directories ~Alaska, 9102 
~Idaho, 9421 ~statistics 
—Butler , 10372 ~—Connecticut, 9285 
Georgia, 9386 
Soils —Hawaii, 9400, 9403 
~sulphur content State libraries -idaho 
~Nebraska, 10006 -Boise, 9415 
—-lowa 
Sorghum —lowa City, 9589 
—varieties —Minnesota 
—Delaware, 9311 —St. Paul, 9871 
~Arkansas, 9124 finance 
—Delaware, 9314 Nevada, 10029 
—Missouri, 9910 
—diseases and pests : 
—control, 10495 ~Kansas, 9608 Steethead (Fish) 
—Mississippi, 9891 ~law and legislation -South Santiam River, 10354 
Spanish language ~Alabama, 9004 Stores, Retail 
~California, 9191 ~security measures 
essays, —Kansas, 9609 ~Maryland, 9752 
—United States, 10490 ~Wisconsin, 10646 
ie ~salaries, etc. Stoves, Wood, 9108, 9956 
a Special districts ~California, 9226 
~California, 9146 9490 
—Connecticut, 9254 ~Oregon, 10361 Strawberries 
~Southeastern States, 10306 —diseases and pests 5 
Special education California, 9240-9241 —Missouri, 9938 
—Hawaii, Missouri, 9933 
~—New Jersey, 10052 ~New York, 10149 
7 —West Virginia, 10639 Stream measurements 
Speech therapy —statistics 
a ~South Carolina, 10411 State publications ~Georgia, 9361-9362 
~bibliography 
Spices, 10567 ~indexes 
3 ~California, 9239 Streamflow velocity 
~Alaska, 9097 ~Wyoming 
i Spinal cord ~Rhode Island, 10398 ~Ham's Fork River, 10661 ! 
~wounds and injuries, 10593 ~Idaho, 9437, 9440 —New Fork River, 10662 
] 
= 


—Ames, 9586 
Subsistence economy 
—Alaska 

~-Minto, 9017-9018 


~directories 
California, 9233 
~South Carolina, 10412 
~Hawaii, 9405 


Swine 
~housing, 9571 
, 9581 
Talented students, 9307, 9761 


Taliesin East (Spring Green, Wisconsin), 10651 


~Maryland, 9716 
—Nebraska 
~Omaha, 10009 


Television in education 
~South Carolina, 10400 


Text-books 

~bibliography, 10330 

-handbooks, manuals, etc. 
~Louisiana, 9664 

—indexes 
~—Oklahoma, 10330 


Tillage, 10227 


~Oklahoma, 10327 
-Oklahoma, 10329 


~Washington, 10618 


Te systems 
Illinois, 9467 


Telecommunications devices for the deaf 
--Minnesota, 9886 


Trapping 
~Nevada, 10017 
~North Carolina, 10198 


pages 
—California, 9186 
Colorado, 9253 
~Idaho, 9421 


Travel agents, 9457 
—legal status, laws, etc. 
~Hawaii, 9390 
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Stress (Psychology) ~Rhode Island, 10397 
—fesearch 
~Minnesota, 9877 Taxation, Exemption from 
—Maine, 9705 
Taxation, State 
Student aid, 9585, 9595-9596 ~Hawaii, 9387 
~Maryland, 9735 ~lowa, 9562 
~Massachusetts, 9790 ~Mississippi, 9905 
~New Mexico, 10095 
Student loan funds ~North Dakota, 10207, 10229 
~Alaska, 9010 ~Oklahoma, 10302 
Students, Foreign, 9014 Taxation of personal property 
—lowa ~Michigan, 9821 
Taxicabs Timber 
~lowa, 9555 ~Idaho, 9429 
Teachers Tobacco 
—certification —statistics 
Substance abuse -handbooks, manuals, etc. ~North Carolina, 10177 
—treatment ~South Carolina, 10399 
-Maine, 9706 
~Connecticut, ~pensions Tobacco industry 
~Texas, 10458 ~law and legislation ~Maryland, 9726 
~-Texas, 10474 
Suicide ~California, 9191 Tobacco manufacture and trade 
~-New York, 10156 ~salaries, etc. ~South Carolina, 10399 
~Maryland, 9748 - 
a7 Sunset reviews of government programs --South Carolina, 10405 Tourist trade 
~Florida, 9331-9342 ~West Virginia, 10639 -Minnesota, 9881 
~-Hawaii, 9405 —Oklahoma, 10339 
~Maryland, 9719-9726 Teachers, interchange of 
~Tennessee, 10452 ~Minnesota, 9876 Traffic accidents 
statistics 
Supplementary employment Teachers, Training of ~Alabama, 9005 
-Wisconsin, 10647 —Oklahoma, 10326 —Alaska, 9028 
~lowa, 9556 
Surveying Technical education ~Michigan, 9819 
—Florida, —directories ~—New Jersey, 10053 
~New Mexico, 10082, 10085 ~—Oregon, 10358 
Surveyors ~—New Jersey, 10056 
Traffic regulations : 
Technology assessment, 9480 ~Arkansas, 9130 
Technology transfer Traffic safety 
~California, 9194 ~planning 
--California, 
Teenage parents —California, 9222 
~California, 9249 ~New Mexico, 10093 
Teenage pregnancy Traffic surveys 
~California, 9249 ~Missouri, 9923 
Maryland, 9720 
Transportation 
Tax expenditures Telecommunication ~history 
~Oklahoma, 10310 --Hawaii, 9406 —Connecticut, 9296 
v ~planning 
Tax retums ~Alaska, 9026 
~Connecticut, 9293 
Tax revenue estimating ~lowa, 9565 
“Maryland, 
bd , 9713 
Transportation, Automotive 
Taxation Teleconferencing, 9947 ~California, 9185 
-forms 
~-Missouri, 9916 Telemarketing 
~New Jersey, 10054 —California, 9187 
~handbooks, manuals, etc. 
~Arkansas, 9131 Telephone 
-Texas, 10460 —directories 
~Arkansas, 9129 
~Connecticut, 9298 
~Idaho, 9451 
~-Massachusetts, 9756 


Tree planting 
~lowa, 9583 


Tree rusts, 9942 
Trees, 9913, 10566 
~diseases and 


~New York, 10679-10680 


Water resources development 
~Big Blue River Basin, 10681 
~California, 9174-9175 
~Idaho 


~Weiser River, 9430 
~—Maryland, 9739 
~North Carolina 

-Eno River, 10171 
—Texas 


~—New York City, 10129-10131 
~Oklahoma, 10292 
~Oklanoma City, 10291 


Warranty, 9458 


Water 
—pollution, 10344 
~Colorado, 9251-9252 
~New Jersey, 10065 
~purification, 9496-9497 


Water, Underground 
~pollution, 9496-9497, 10565, 10675 
~Alaska, 9034-9035 
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| Vocational education ~Kansas, 9599 
~directories ~North Dakota, 10220 
~-Missouri, 9919 
~New Mexico, 10082, 10085 Water quality management, 10344 
~California, 9234 economic aspects 
~Louisiana, 9670 —lilinois, 9478 
~Missouri, 9932 ~Connecticut, 10679-10680 
~Missouri, 9920 ~New Jersey, 10043, 10055 —New Jersey, 10679-10680 
—California, 9226 ~North Carolina, 10167 P| 
~Oklahoma, 10287 
Trees (Graph theory), 9540 
Vocational education students 
Trial practice ~handbooks, manuals, etc., 10409 
—California, 9159 
Vocational guidance, 10288 
Trichinosis in animals 
—law and legislation Vocational rehabilitation 
: —lilinois, 9502 ~New Mexico, 10086 
—Utah, 10538 
Truck driving Antonio, 10491 
~handbooks, manuals, etc. Vocational school students 
~Washington, 10598 ~Oregon, 10347 Water-rights 
~Nebraska, 10011 4 d 
a Turkeys, 9943 Voting 
: ~handbooks, manuals, etc. Water-supply 
| Tumips —lilinois, 9522 ~Alabama, 9002 
Washington, 10622 ~California, 9173-9174 
Wages —Illinois, 9484 
Uniform state laws Statistics ~Winnebago County, 9485 
9469 ~Montana, 9963 ~Kansas, 9599 
~—Nebraska, 9972 —North Carolina 
: United Nations, 10652 ~New Jersey, 10048 —Eno River, 10171 
~-Vermont, 10541 -North Dakota, 10204 
Upland game bird management ~Connecticut, 9301 ~Oklahoma 
: ~Wyoming, 10664-10670 —New York ~Canadian River, 10345 
~Little River, 10345 
Use tax ~Utah, 10534 
—California, 
—Maine, 9683-9684, 9708 Water use 
~Michigan, 9821 ~-Florida, 9325 
~Texas, 10475 
Waterfowl management 
Used cars, 9456 —Florida, 9342 
User charges Watermelons, 9385 
—Maine, 9688 
~—Oklahoma, 10309 Watershed management 
; ~-Susquehanna River Basin, 10686 
Veal, 9107 
Waterworks 
—lilinois, 9525 ~-Washington, 10619 
Texas, 10496 -Winnebago County, 9498 
—Delaware, 9313 Weather 
Venture capital —Ilinois, 9484 ~Oklahoma, 10267 
Jersey, 10060 ~Winnebago County, 9485 
~Texas, 10514 Weeds 
Veterans —Utah, 10534 control, 9368, 10216 
~medical care v 
—United States, 10526 ~Lake Loami, 9479 —Connecticut, 9291 
~—New York, 10146 
a —Oklahoma, 10286 Water conservation So 
Villages South Carolina, 10415 —Maryland, 9725 
~Alaska, 9075 Water consumption Wetland conservation 
- —Minto, 9018 ~Missouri River, 10204 ~law and legislation 
Maine, 9700 
Water quality ~planning 
4 Visually handicapped children —congresses, 9911 —lowa, 9561 
~Oklahoma, 10280 —statistics 
—Alaska, 9034-9035 Wheat 
Vital statistics —California, 9196 ~marketing 
—Nevada, 10024 —Florida, 9326 -North Dakota, 10205 
—New York, 10117 —Ilinois varieties 
—Oregon, 10346 ~Winnebago County, 9498 ~lowa, 9584 


~California, 9234 
~Minnesota, 9889 


~Nevada, 10018 
-Virginia, 10589 


Wildlife management 
~Nevada, 10019 


Windbreaks, shelterbelts, etc. 
~diseases and pests 
~-South Dakota, 10427 


Wine industry 
~-California, 9206 


Women 
-em, 
-Michigan, 9813 
~health and hygiene 
~New York 
~Broome County, 10114 
~Oneida County, 10114 
legal status, laws, etc. 
~Idaho, 9419 
~vocational education 
~New Jersey, 10056 


Women inventors, 9810 


Women prisoners 
~New Jersey, 10062 


~Ohio, 10238, 10247 
~Texas, 10485-10487 
United States, 10486 


Yellowtail fisheries 
--Canada 
~British Columbia, 10611 
Washington, 10611 
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White marlin, 9785 Youth 
~alcohol use 
Whitefishes ~Connecticut, 9299 
~Alaska, 9082 -Texas, 10458 
~-drug use 
Wildemess areas ~Connecticut, 9299 
~Florida, 9340 ~-Texas, 10458 
~employment 
--Northwest, Pacific, 10684 
Wildlife diseases 
~maps 
--United States, 9372 
Wildlife management 
congresses, 10663 
Women's rights 
~lowa, 9557 
Wood poles 
—Florida, 9332 
Wood wasie 
¢ ~Idaho, 9435-9436 
Workers’ compensation 
~handbooks, manuals, etc. 
~Ohio, 10248 
~law and legislation 
Ohio, 10249 . 
~Alaska, 9118 
~Maryland, 9734 
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Number of Titles Recorded 


in the 


Monthly Checklist of State Publications 
for 1989 


Kentucky 


Louisiana 


107 


*Includes all monographs and periodicals recorded. Fewer num- 
bered entries appear in the checklist itself because entry numbers 
assigned for indexing purposes only and several items are listed 
collectively under single entries, for example, annual reports, maps, 
#U,S, GOVERNMENT PRINTING OFF ICE :1989-241-420:50095 


Wyoming 
Assns. of State Officials ‘fa 


12,831* 


and pamphlets. In addition, entry numbers are not assigned to 
the periodicals. Therefore, entry numbers do not reflect actual 
totals. 


This Total This Total 
issue to date issue to date 
644 North 139 529 
ee 305 Northern Mariana Islands........... 15 28 
9 25 60 215 
District of Columbia .................. 4 6 eT ae 411 
48 157 57 179 
32 135 Trust Territory of the Pacific 
Massachusetts 95 484 547 
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CHANGE OF ADDRESS FORM 


NEW ADDRESS NAME—FIRST, LAST 


| COMPANY NAME OR ADDITIONAL ADDRESS LINE re 


STREET ADDRESS 


CITY 
PLEASE PRINT OR TYPE | (or) COUNTRY 


Maii this form to: 
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Washington, D.C. 20402 


| 
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es Domestic; @ $ Foreign. 
Remittance enclosed (make 
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Superintendent of Documents 
ZIP CODE Government Printing Office 
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